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How much 
Wi rebate 


and when? 


ByHarry B, EUis 
■ •• " Staff correspondent of 

• The Christian Science Monitor 


I'The 


Washington 
■United ^ 7 States’s economic 
-jipotiight now shines on emerging tax- 
Jut. policy. Hard-pressed American 
^inyies wait to see how much money 
Jisywlij get j 3 £ ^frorn the govern- 
nent,aiidho#^^5> 

. i -a^CSorigre^^^he Whi te House 
isslga^tap'pttarfty. fo stimulating the 
altering economy via a tax cut, and 
. 50 th divide their policy into two parts 
=:• a 1874 rebate, plus cuts in the 1975 
. ate.- 

. ; Here> agreement ends, however, 
ust as it did over energy policy, 
yhlch nbw is. working its way toward 
lJftoal .'bill after President Ford and 
.he. Uemocratic leadership . of Con- 
' . i?®*? reached . a middle- ground of 
' .nmprondse . 1 


Three competing plans 


<Jn the tax; front, three plans com- 
^ ~ one- put forth by Mr. Ford, 

. bother already passed by the House 
ndiinder debate in the Senate, and 
"esh refinements offered by Sen. 
filbert H. Humphrey (D) of Min- 
esota. chairman of the Joint Eco- 
ohiic Committee. 

* The three plans are as follows : 

1 S 74 income tax rebates: 

.President Ford’s program would 
iturn a total of $12 billion to Individ- 
al taxpayers, with individual max- 
num rebates of $1,000. Fifty-eight 
srcent of rebated money would go to 
mericans below the $ 20,000 yearly 
icome level, 42 percent to those 
bove. 

The House-passed tax plan, totaling 
R.3 billion In all, would funnel $ 8.1 
llion back to taxpayers in $100 and 
®0 chunks, with 90 percent going to 
. mericans below* the $ 20 . 000 - income 
-ink. 



must juggle 


Israel shuts Syria out, 
softens toward Egypt 


■•••/ By Frauds Ofner 
. Special correspondent of 
The Christian Science Monitor 


Jerusalem . 

Two key factors have so far 
emerged in the latest round of Kis- 
singer: shuttle diplomacy aimed at 
pulling off a second disengagement 
between Israel and Egypt, an author- 
itative Israeli source said here. 

Theyare: 

• Israel has virtually vetoed what 
is described here as an attempt by 
Syrian President Hafez al- Assad to 
elbow his way Into the tn.ii™ between 
Israel and Egypt 

• Israel has slightly softened its 
demand' for a declaration of nonbel- 
ligerence by Egypt 

According to this source, Dr. Kis- 
singer will be asked to 'notify Egyp- 
tian President Sadat that - Israel, 
though eager to come to an interim 
agreement with Egypt, refuses to link 
such an accord to any commitment 
regarding Syria. This is because, as 
Israel sees it, the Syrians have never 



AP photo 


Cambodian Army in action outside Phnom Penh 


moved- away from .advocating “a 
warlike .path,” and because the lim- 
ited size of the Golan Heights leaves 
no room for additional partial agree- 
ments. 

“If there is to be another accord 
with Damascus, it will have to be- a 
full-fledged peace settlement/’ the 
Israeli source said. 

President Assad's current effort to 
form a united front with the Palestine 
Liberation Organization (PLO) was 
termed by a commentator on Israel’s • 
state radio as ‘‘an additional reason” 
for separating any arrangement with 
Egypt- from developments on the 
Syrianfront 

With/ regard to Israel’s previous 
insisteiice on an Egyptian declaration 
of nonbfiWgerence as part of a new 
agreement, a source close to Prime 
" Yitzhak Rabin now says that 
it insist on a legal docu- 
el, The 'source ; . added, 

arrangements, pronounce- 
ments, and political acts" that would 
In a pragmatic way pave the way to 
peace. 

. ★Please turn to Page I 


What Hano|s new push means 

Phase 2 offensive against Ban Me Thuot: 
strategy traced in captured documents 


By Geoffrey Godsell 
Overseas news editor of 
The Christian Science Monitor 


"we 
ment.*’; 
would 
lation 


• The North Vietnamese thrust 
the South. Vietnamese city of Ban 
Thuot is apparently the opening of 1 
second part of the limited offei 
which the Communists had pis 
. for.thls winter. 

According to captured doci 
the Communists have divided 
current operations into two parts: 
offensive beginning toward the gnd 
last year', running perhaps Into Fc 
ruary ...of this year; a lull of three 
four weeks to assess , the situatic 
and then a- renewed offensive to 
. for three or four weeks. 

- In the first phase, the most impo* 
tom ^tlwiSfertir V ietnarhese' gains - 
at least psychologically — was the 
capture of Phuoc Binh, capital of 
.Phuoc Long Province in the lower 
highlands of South Vietnam. Ban Me 
Thuot is about 100 miles to the 



northeast of Phuoc Binh, in the Cen- 
tral Highlands. Neither city is of 
major military or political impor- 
tance. 

Agency reports Monday spoke oi 
North Vietnamese tanks and Infantry 
entering Ban Me Thuot and engaging 
in house-to-house fighting. Nine 
Americans — an official of the 
Agency for International Devel- . 
opment and eight missionaries — 
were reported trapped in the city but 
were described as being “all right." 

If this Is indeed the seqond phase of 
toe. Communists' winter program, 
femtie'tJ.S.' ajialysts'expect it to end 
with a spectacular move by the North 
Vietnamese — but again psy- 
chologically rather than militarily or 
politically spectacular. Capture of 
Ban Me Thuot could conceivably be 


that spectacular move: the city has a 
certain meaning to Vietnamese as the 
onetime site of a highlands hunting 
lodge of former Emperor Bao Dai. 
More inviting targets to the North 
Vietnamese, however, might be: Hue 
I as a target for spectacular shelling) ; 
Tay Ninh, southwest of Phuoc Binh, 
which came under pressure after the 
capture of Phuoc Binh; or KOntum 
and Plelku, two cities of greater 
strategic importance in the Central 
Highlands. 


As joblessness tenses inner cities. . . - 

U.S. cuts back on ghetto troubleshooters 


By Peter C. Stuart 
Staff correspondent of 
The Christian Science Monitor 

Washington 

While unemployment Is raising ten- 
sions In American inner cities, the 
Justice Department’s troubleshooter 
unit — often a city’s last line of 
defense against violence — has been 
cut back sharply. 

Over one-third more alerts of possi- 
bly serious, racial trouble were 
flashed to Washington from across 
the country in the latest fiscal year 


1959, up from 590 in the previous 
year). 

But at the same time, the agency 
which responds to the alerts, the 
Community Relations Service (CRS), 
was losing more than two- thirds of its 
staff (down from 841 to 106), an as- 
yet-impubllshed report of the unit 
discloses. 

Its annual budget was slashed from 
$ 8.8 ■ million to $ 2.8 million, its 38 
regional and field offices around the 
nation were reduced to just 10 . 

The Justice Department's CRS, 


Blacks in South Africa 
admitted to opera, cricket 


■ By Humphrey Tyler 

- Special to 

The Christian Science Monitor 


®mphrey bill differs 
(Senator Humphrey's bill, now being 
Ihsidered along with others by the 
: inate Finance Committee, would 
. *bate $10 billion, 85 percent of which 
Quid go to families below the $ 20 , 000 - 
come level. 

Cuts in 1975 tax rates: 

. President Ford would cut Individual 
come taxes by $16.5 billion, by 
wering the tax rate in the lowest 

- ur tax brackets and by raising the 
wverty income level," -below which 

■ . family would pay no taxes, to $5,600. 
.The House-passed measure, now 
.-‘fore the Senate Finance Com- 
ittee. would reduce 1976 income 
■' xes by $S.l billion, mainly by grant- 
' g relief to low- income groups. 

Senator Humphrey would slice per- 
, nal taxes by $2 0 billion In 1975, with 
■' percent of relief going to families 

- flow the $ 20 , 000 income level. 

:• Tax benefits to business: 

- The Ford plan would give $4 billion 
... business in the form of a one-year 

■ vestment tax credit of 12 percent. 
The House-passed measure in- 

- ■ eases the business-lnvestaient-tax 
• .edit for 1975 to 10 percent across the 
, Jard. Currently the tax credit Is 4 

ireent for utilities and 7 percent for 
‘ her businesses. 

★Please turn to Page 6 


Cape To wn 

South African Prime Minister John 
Vorster has 'taken two bald new steps 
across the color bar. 

The first was to abolish all race 
restrictions at the country's foremost 
opera house, the $17 million Nlco 
Malan Theater complex in Cape 
Town, including its restaurants and 
all its otherpublic facilities. 

The second is to allow racially 
mixed rugby and cricket , teams to 
play against visiting foreign teams 
for the first time. 

Both decisions have baffled, toe 
conservatives on the right wing of his . 
National .Party,' who have been 
breught up for generations on totally 
uncompromising theories about white 
exclusivity. 

But both decisions are in Hue with a 
deep-seated change In official policy 
that has become increasingly evident 
in race matters since the end of last 
year when Mr. Vorater began to woo 
black optnionmakers in other parts of 
Africa as part of his search- fw 
detente and peace in southern Africa. 

part of this package was to declare 
unequivocally that, while there might 
be •‘differentiation ’ 1 between the vari- 
ous races inside South Africa; the 
government would - root out dis- 
crimination that was based solely on 
the color of a man's skin. 



usually working informally behind 
the scenes, seeks to settle racial 
conflicts such as the Boston school- 
busing row. It successfully resolved 
297 disputes last year. 

- The agency was established by the 
Civil Rights Act of 1964 to harmonize 
disagreements and difficulties * ‘relat- 
ing to discriminatory practices based 
on race, color, or national origin .* 1 

As a result of Its staff and budget 
cuts, an agency spokesman concedes, 
“our emphasis changed.” The 
troubleshooters have been forced to 
abandon much of their effort to 
"cool” racial friction before if bolls to 
the surface, he says, and to confine 
themselves mostly to trying to settle 
Incidents already erupted. 

"We are called on . from cities 
around the country every week, every 
day, you might say, with one problem 
or another," the spokesman- says. 
“Although we're not seeing the dis- 
orders of the mid- and late 1960s, 
when cities were burning, there is an 
Increase now" in smaller- scale In- 
cidents. 

. Presidsait Ford obliquely acknowl- 
: edged the problem In asking last week 
for more than $2 billion to create 
760,000 summer jobs for youths and 
★Please turn to Page 6 


Purpose of offensive? . 

U.S:' analysts’ fflfter the pur- 
pose of this two-phase winter offen- 
sive of 1974-75. Same think that .the 
aim is either to apply enough pressure 
to force President Thieu out of office 
In Saigon or to serve as a prelude to 
some dramatic, specific political 
proposal which might be made 
directly to Saigon or to Washington, 
Peking, or Moscow. 

Other analysts, however — particu- 
larly those who have concentrated on 
North . Vietnamese thinking and 
propaganda — see the .current offen- 
sive as the latest example of the 
basically experimental; or probing 
pattern of Communist actions in Viet- 
nam since the signing of the Paris 
peace accords in January, 1973. 

According to this line of thinking, 
there persist some differences of 
opinion between the North Vietnam- 
ese Government in Hanoi and the 
provisional government of the (essen- 
tially Communist) National Liber- 
ation Front In South Vietnam. One of 
the arguments in the' Communist 
camp centers on whether the wiser 
course is to expand or to contract and 
consolidate. (To some extent, a paral- 
lel argument has persisted on the 
government side in South Vietnam. 
There Is a school of thought according 
to which it might have been wiser to 
withdraw earlier from such exposed 
and strategically unimportant posi- 
tions as Phuoc Binh and Ban Me 
Thuot rather than wait to be ejected 
from them by the Communists.) 

There is also' evidence that the 
Communists have a doctrinal prob- 
lem In deciding what is the correct (as 
well as the most likely to be success- 
ful) course to deal wfbi President 

^ t * eU ' ★Please torn to Page 6 


Vorster cuts color bar 


By Frederic A. Moritz 
Staff correspondent of 
The Christian Science Monitor 


Mr. Vorster and supporters of his 
■. policies frrisrida the Cabinet have met 
strong opposition from their own 
party caucus, even at Cabinet level. 

. But so far the Prime Minister has 
been able to carry through his initia- 
tives for several reasons: 

• He is pre-eminent in his party at 
present, without a serious rival in 
sight. . 

• There Is a strong awareness of 
the need far Changes in race relations 
among all groups in South Africa. 

• 'The time Is politically opportune 
for Mr. Vorster to strike, but along a 
new line . 1 He Is many months away 

★Please turn to Page 6 


$uFn»dMO 
"Ahoy, there, Golden Hlnde, you 
just lost your deerhead!” came the 
rasping bullhorn warning from one of 
the welcoming sailing yachts. 

.Moments -later a Coast Guard ex- 
tort boat scurried astern to retrieve 
toe bobbing wooden head. Soon the 
bright gold-painted figurehead, 

. knocked overboard by a tow rope, had 
. been nailed safely beneath the bow- 
sprit of the Golden Hlnde H. 

It was a moment which might have 
made Sir Francis Drake smile. In 1579 
Drake, that daring Elizabethan, na- 
vigator and privateer, encountered 
only primitive Indians when he took 
"time off from his round-the-world 


voyage and raids on Spanish vessels 
to touch foot on California soil near 
what is now San Francisco. 

This weekend a painstakingly re- 
created 102 -foot replica ended its flve- 
monto, 13,000-mile voyage from 
Plymouth, England, through the Pan- 
ama Canal, In a San Francisco cele- 
bration. 

Included were hundreds of spar- 
kling white pleasure boats, hovering 
helicopters, waterspouting fire boats, 
a shore lined with spectators, a series 
of 21 -gun salutes, and even a minor 
collision with an overeager sailboat 
named "Hasty Heart” 

Now this floating museum of Eliz- 
abethan navigation will remain on 
display and open to the public In San 
Francisco beginning late this month 
through 1975 and probably all of 1976, 
★Please turn to Page 6 


Republican 

critics 


challenge 


Ford 


By Godfrey Sperling Jr. 

Staff correspondent of 
The Christian Science Monitor 

Washington 

Conservative Republicans In the 
House now are moving to establish a 
“separate identity" from President 
Ford. It appears to be an open effort 
to win election next year on their own, 
and not on the President's coattails. 

The leader In this significant politi- 
cal development. House Republican 
leader John J. Rhodes of Arizona, 
asserts that his move is not In 
“conflict” with the President. 

Yet he and a number of other House 
Republicans now are bent on devel- 
oping a program that is clearly 
intended to be different from the 
administration positions on major 
Issues. • 

In an interview with the Washington 
Star-News newspaper, Mr. Rhodes 
acknowledged that the political party 
in the White House — particularly if it 
also is the minority party In Congress 
— traditionally has allowed the Presi- 
dent to take the lead in developing 
legislative initiatives, but said the 
threatened demise of his party re- 
quires a new direction by party 
leaders. 


Must not working' 

“I don’t know if it [a congressional 
program] has ever been done be- 
fore,” he said, ”butl don't know of too 
many instances in which we've had so 
many years of the presidency in our 
party and so few with the Congress. 

“It's just not working to be the tail 
to some president's kite." 

.(Republicans today hold only 33 
percent of the seats in the House — 145 
compared with the Democrats’ 289. ) 

In the Rhodes office an aide said, 
“This move is not in conflict with the 
President. But [the programs being 
developed] will show the people what 
Republicans in Congress stand for. It 
will show that they are not a rubber 
stamp of the President," 

Mr. Rhodes is a conservative; the 
probable ideological thrust of the 
move will be to shape programs that 
will have an appealing tone to right- 
wing constituents. 

"What It Is all about," the Rhodes 
aide said, “is to [let] Republican 
congressmen . . . point to the pro- 
grams they now develop. ” 


The Rhodes-led effort Is a challenge 
to the President — an open assertion 
that many Republicans in Congress 
now feel they cannot win next year by 
running on the President’s program, 
or merely as & part of the presidential 
party. 

However, Mr. Rhodes — a long- 
time friend of Mr. Ford — hopes he 
will be able to do this without in- 
curring the animosity of the President 
— or, for that matter, giving the 
appearance of forming a splinter 
group within the party. This may be 
most difficult to accomplish. 

Does the move mean that the 
Rhodes group may come up with 
alternatives on energy and economics 
which could become the catalyst for 
the eventual accommodation between 
the President and Congress? 

If this Is In the wind, there was no 
confirmation from either White House 
or Rhodes office Monday. 

The Rhodes position now becomes 
exceedingly delicate. A congressional 
leader usually spearheads presiden- 
tial programs, serving as chief 
cheerleader. 

Should Mr. Rhodes become a burr 
under the President’s saddle, will he 
be able to remain on in Congress as 
the minority leader, or would a move 
to divest him of his position be 
mounted by Ford loyalists In the 
House? 


’ Replica of Drake’s tiny flagship visits San Francisco 

Life aboard Golden Hinde II 
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U.S. eyes 
rapport 
with Cuba 

Severed recent moves 
seek to cut barriers 

Richard L. Sfrout 
Staff correspondent of 
■ The Christian Science Monitor 


Washington 

After 15 years of embargo, relations 
between the United States and Cuba 
seem moving back towardnormal. 

One ping-pong team, some think, 
would break the ice. This refers to the 
table-tennis team visit that preceded 
relaxation of tension with Peking. In 
the face of detente with the Soviet 
Union and toe People’s Republic of 
China, nffteiaig a«k, can Cuba be far 
behind? 

One obstacle could be charges that 
the CIA undertook assassination at- 
tempts against Fidel Castro before 
the 1961 Bay of Pigs invasion in 1961. 
Two former assistants of Robert F. 
Kennedy, then attorney general, now 
say that he told them he moved in to 
stop such attempts. Charges like 
these cloud the move to detente. 

On the other hand, there are these 
developments: 

— Cuba has ratified and enforced 
the international anti-hijacking con- 
vention. 

— Cuba opened travel recently to 
U.S. Sens. Claiborne Pell CD) of 
Rhode Island and Jacob K. Javits (R) 
of New York. 

— The U.S. relaxed rules to let 
Cuban officials at toe United Nations, 
formerly restricted to a 25 mile 
radius, travel 260 miles. 

— Cuba released several American 
prisoners. 

— The United States recently 
waived restrictions on subsidiaries of 
U.S. corporations in Canada and 
Argentina to trade with Cuba. 




SaraEsMiS! 






-i-SWt 








m tlrm-w 


- ,.v v ,' .. hr. i 








in background, closed American embassy, Havana 


UPi photo 


United States-Cuba relations: ready for repair? 


— Secretary of State Henry A. 
Kissinger at Houston recently an- 
nounced administration willingness to 
relax boycott restrictions against 
Cuba. 

Normal diplomatic steps 

These are normal step-by-step dip- 
lomatic advances by which nations 
end estrangement. 

Pressure from Latin American 
countries hints that the U.S. must 
modify its policy to Cuba or see it 
collapse. 

Venezuela is working out closer 
relations by trading its oil for Cuba’s 
sugar. 

Of 23 Western Hemisphere nations. 
10 have officially recognized Cuba. 

At the meeting at Quito, Ecuador, 
last autumn of the OAS (Organization 
of American States), the United 
States took a neutral stand an lifting 


sanctions against Cuba. Venezuela 
led the sanction drive in 1964 fearing 
that Cuban Premier Fidel Castro 
would “export revolution.” But: at 
Quito, Venezuela took the initiative to 
relax the embargo. 

The move required a two- thirds 
majority. Twelve nations at Quito, 
favored lifting sanctions, 3 opposed; 6 . 
abstained, including the U.S. Facing 
criticism, .the State Department in 
December endorsed a proposal allow- 
ing amendment of the Rio treaty from 
two-thirds to simple majority. 

At Houston, Mr. Kissinger said he 
would work with the OAS majority to 
seek “a generally acceptable solu- 
tion” to toe Cuban issue. 

The State Department has $1.8 
billion worth of certified claims 
against the Cuban government for 
expropriation of American firms. 

Sen. John J. Sparkman (D) of 


Alabama, chairman of toe Foreign 
Relations Committee, states, “Our 
policy of isolating Cuba has been a 
failure.” 

Bill would end embargo 

Sen. Edward M. Kennedy (D) of 
Massachusetts. March 4. introduced a 
bill to end toe embargo. 

A partial embargo began in Octo- 
ber, 1960. The U.S. broke diplomatic 
relations Jan. 3, 1961. Total embargo 
took effect Feb. 3, 1962. Two years 
later the embargo was broadened to 
the hemisphere, with a 15-to-4 vote of 
the OAS. , 

Effect of the embargo is disputed. 
Some feel It restrained Fidel Castro's 
external belligerence. Others argue it 
fostered suspicion and rigidity in 
Cuba, solidified home support, held 
back internal liberties, and made the 
life of the average Cuban family more 
difficult. 




reat Lakes shippers 
chip away at ice block 




By Robert M. Press 
Staff correspondent of 
The Christian Science Monitor 

Chicago 

For the first time, shippers on the 
U.S. Great Lakes are gai ning in their 
annual battle against ice to keep 
channels open an entire winter. 

Mild weather, technology, and new 
determination have kept ships going 
well beyond the latest date previously 
recorded (Feb. 8, 1973) before the 
lakes were closed for the winter. 

“We're not going to stop sailing” 
this winter, says an official of the U.S. 
Steel Corporation, which still has 
eight ships delivering iron pellets 
from Minnesota to the Chicago area. 

A sudden change in what one re- 
searcher says has been “ex- 
ceptionally mild weather” on the 
lakes could halt shipping this year. 
But a continuing federal project on 
the lakes is aimed at keeping shipping 
open year-round, regardless of 
weather. 

42,000 new jobs ? 

Year-round shipping on the Great 
Lakes could have these results: 

• Lower shipping costs, thus lower 
'production costs for automobiles, 

kitchen appliances, office equipment, 
and other steel products made from 
iron ore delivered across the lakes. 

It is expensive to keep ships idle and 
stockpile goods In the winter, says 
Harry Benforl, a Great Lakes special- 
ist at the University of Michigan. 

• Lower production costs for elec- 
tric power made from coal shipped on 
the lakes. 

• Some 42,000 new jobs in ports 
and industries relying on Great Lakes 
shipping, according to the Great 
Lakes Commission, Arm Arbor, Mich. 

• A related jump of $380 million In 
yearly earnings (based on 1967 dol- 
lars) for an ll- state area stretching 


from Wyoming to OhitH 
commission, citing US. Depart*^ 
of Commerce figures. vT 

Regular basis . : v.U : 

“We expect to have the fouritoL 
lakes [Superior, Michlgan. 4^^ 
and Erie] open year-round kav SS 
ptng,” says C. Russ Dedricksctt ofS, 
Federal Maritime Admfafrfrjfo” 
That would come on & reguiar SaS- 
he explains, as a result Of to# wES 
navigation pxvgramautocxlzedimd^ 

the 1970 Rivers and Harbors 

The project involves use of w' 
breaker ships; bubblers to ciam; 
warmer water up from Ihfr 
bottom; and satellites. heUceptar* 
and ground stations to gather jfyT 
Research also is being doa on jc* 
formation and how to be tter deekm 
ships against Ice. 

Possible harm to fish and Witystc 
protect docks from ice d&m&ge-a]at 
are being studied, says the Envtraj. 
mental Protection Agency. ' ' T' 1 , r 

Normally ice halts shipping on tfe 
Great Lakes in January, February 
and March, says George Lykovhdd; a 
the U.S. Army Corps of Engtoeeto . 
But in 1974 shipping continued uatt ■ 

Feb- 7 - 

Longer inter-lake seasons woofi 
have little effect on internatioja; 
shipping, which declined sharply 
summer. Much U.S. foreign aid Hum 
might have been sent through the 
lakes was sent via coastal pork 
because no American-owned infer* 
national shipping companies operate 
on the lakes. Now, however, witffS. 
decline in international shipping. ^ 
cargo available in the more outtf 
the-way Great Lakes ports looks men 
attractive. And two groups may staxl 
operating American ships theriyk rtL 
Nicholas McCullough, of the Greii 
Lakes Task Force. 

Meanwhile. Canada is studying 
ways to open the St. LawrenceSee* 
way to winter shipping. 


Privileged officials in China again the target of resentment 


By John Burns 

Special to 

The Christian Science Monitor 
0 1975 Toronto Globe and Mail 

Peking 

Curtained limousines, sumptuous 
banquets, exclusive recreational fa- 
cilities, access to special shops, privi- 
leged seating on trains and aircraft, 
salaries five to 10 times that of toe 
average worker — such are the 
perqpislties of authority In China. 

Incongruous as such prerogatives 
seem in a society that professes to be 


LL 






the most egalitarian on earth, they 
have become quite commonplace. 

' They have been thrown into sharp ' 
relief, however, by a' recent series of 
articles In the Chinese press declaim- 
ing against unnamed people inside toe 
party and out to “adopt a bourgeois 
mode of life.” 

If there is to be a crackdown on such 
backsliding, it will not be for the first 
time. Resentment of the privileges 
accruing to senior officials, or cadre 
members, was a major theme in Red 
Guard' attacks on the party establish- 
ment during the 1966-69 Cultural Rev- 
olution. „ 

f ■ .i 

Major figures pilloried 

Major figures were pilloried then 
for everything from their wives’ silk 
dresses to their use of government 
aircraft to ferry their bridge-playing 
cronies around the country. 

Presumably the worst of these 
abuses has been eradicated. The 
party press continues to represent toe 
typical cadre man as a hard-working, 
unpretentious, public-spirited fellow 
who eschews all special tr eatment 
and privilege. Indeed, there are such 
men, and foreigners sometimes meet 
them — usually rough-hewn veterans 
of toe revolution, impatient of all that 
is mealy mouthed, vain, and self- 
serving. ' 

But the impression that takes root 
over time is that these men are not 
entirely typical. Many of the men and 


women who staff the command posts 
in the bureaucracy can be seen 
availing themselves of comforts that 
are beyond the reach of the common 
man. 

Eight pay grades 

The most obvious of the disparities 
is the wag? system for nonagriculfc^- 
ral workers, which sets eight pay. 
grades ranging from $14 per month 
for apprentices to $285 for the most , 
senior officials. ' 

With Ms extra income a cadre 
member can afford more of the meat • 
and fresh vegetables that are the 
differentiators of the Chinese family 
diet, and he also can indulge in the 
occasional outing to one of the gour- 
met restaurants that survive in every 
Chinese city. 

Even more striking is the pre- 
dilectlon for curtained limousines, 
often expensive European models 
that are driven fast — arrogantly, 
even — by chauffeurs. During the- 
Cultural Revolution, the cur tains , 
were taken out; but now they are 
coming back. 

Spartan cars 

No one expects a vice-minister of . 
foreign affairs to pedal to work on a 
bicycle, of course. But a foreigner has 
to wonder when he sees middle- , 
echelon cadre members arriving for a. 
football game at the stadium in a 
Mercedes-Benz 289SE. 
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‘Last hurrah’ 
booms tourism 

By toe Associated Press 

Miami Beach - 
Many Americans, wor- 
ried about their economic 
future, have decided to 
“enjoy themselves while 
they can,” resulting in 
record-breaking tourism 
business in south Florida 
this winter, says a Miami 
psychologist . 

“People have decided to 
give themselves a vacation 
. — one last hurrah — that 
can make' them better able 
to function, to find a job, 
and to survive when they 
return home,” said Dr. 
Edward Wallach, a Miami 
behavioral psychologist 
Dr. Edith Lord, another 
Miami psychologist, said 
some travelers believe this 
may be their last vacation 
for several years and 
“they figure they may as 
well enjoy It.” 

That philosophy shows 
up frequently on comment 
cards filled out at Florida 
-Welcome Stations, says 
Dean Galser, assistant di- 
rector of the state’s Tour- 
ism Division. 

“People say they looked 
at toe economic situation, 
decided to take one last 
fling and decided to take it 
in Florida,’* Mr, Gaiser 
says. 


On trains, where the majority of 
passengers crowds Into hard-seat 
cars that are as Spartan as they 
sound, cadre members, of any stand- 
ing have first call, after foreigners, to 
toe few soft-seat compartments, sanc- 
tuaries where a man can doze, play 
cards, or chat in comfort. 

When queried by foreigners an this 
whole matter of privilege, cadre men 
typically will say it is all on the basis 
of need. For example, if they have 
important work, they must dress in a 
certain way. And when they travel. 


they must have privacy to do their 
work. And so on. 

The most that they will allow, when 
pressed, is that any inequalities that 
go beyond need — Rolex watches, for 
example — are a reflection of toe 
“historical stage” through which 
China is passing: The revolution is not 
yet complete, nor will be “for a 
considerably long period of time.” 
And in the meantime it Is to be 
expected that there will be flaws, 
inequalities, that finally will be elimi- 
nated only with the advent of pure 
communism. 


Congress eyes reports 
of Pakistan arms deals 


By Guy Halverson 
Staff correspondent of 
The Christian Science Monitor 

Washington 

Reports that Pakistan, financed by 
Arab oil wealth, may seek offensive 
military weapons from the U.S. is 
prompting congressional questioning 
here: • 

— Has , there been any type of 
“informal understanding” between 
the administration and major oil- 
producing states, such as Saudi Ar- 
abia, to help finance new arms for 
Pakistan? 

— Was the recent lifting of. toe 10- 
year-old U.S. embargo on arms for 
the Indian subcontinent made as 
much for economic reasons — - wooing 
back Arab oil revenues — as a desire 
to contribute to Pakistani security? 

— Would any sale to Pakistan of 
such offensive weapons as M-60 tanks, 
F-5 jet fighters, and submarines ac- 
celerate the arms race on the subcon- 
tinent, .not only with India btzt with 
neighboring Afghanistan as well? 

’ — What about possible arms sales 
to India, which is believed also lean-’ 
tag towards an initial modest weap- . 
ans request? ' ; 

Meeting witii Arabs 

Reports out of Rawalpindi, Paid- ‘ 
stan, suggest that Pakistan may seek 
some “heavy” .weapons, szch as the 


‘ ‘The purchase of both sophisticated 
offensive and defensive weapons by 
Pakistan is at the moment not in- our 
best national interests.” argues Wis- 
consin Democrat Les Aspin. “Our 
‘merchants of death’ have already 
sponsored .two bloody wars in the 
subcontinent and we should not under- 
' write another senseless conflict ’’ 
Congress, for its part, has become 
increasingly chary of arms sales 
abroad, and is currently planning 
hearings an arms aid to the Middle 
East 

. At toe same time. Congress has cut 
off arms aid to one key ally (Turkey) 
.because. of the intervention in Cyprus, 
and has imposed prohibitions on use 
of direct U.S. -military activity in 
Southeast Asia. 

Whether Congress will impose any 
types of restrictions on' aid to the 
Indian subcontinent, given the recent 
lifting of the arms embargo however, 
is yet unclear; 

Bordertension 

India, which outclasses Pakistan 
across the board in weaponry, is 
. believed leaning toward possible pur- 
■■ chase of', such U.S. weapons as A-4 
. Skyhawk fighters, C-130 (or other] 
cargo, transport planes, and some 
reconnaissance aircraft 
. In making toeir case for military 
. aide, Pakistani officials are pointing 
in . great part to continued border 


M-60 tank, and F-5 jet fighters,- as well-/ tensions with Afghanistan, which, like 


as such purely “defensive” weaponry 
as TOW (wire-guided) anti-tank mis- 
siles, surface-to-air anti-aircraft 
weapons, and ammunition. 

Meanwhile, Prime Minister- Zulfl- 
kar All Bhutto has . inchoated he wifi 
meet soon with some Arab leaders 
about possible financing for new. 
weapons. . ! 


India, relies heavily on arms from toe 
Soviet Union. .. 

Stone -ILS. military officials, mean- 
time, Insist that Pakistan is particu- 
larly .. important to u.8. security 
needs, since the nation sits at the- top 
of toe Arabian Sea and tons com-' 
mauds an overview of vessels enter- 
ing and leaving the Persian ChdL 


Sri Lanka takes 
foreign firms /■? 

By A. B. Mendis 

Special to .-;,// ■ 
The Christian Science Montt® 

Colombo, Srilaiofa: 
The Socialist 'government of Pfiftie 


Woman deputy rides patrol, in Marin County 


Company —‘vice British own^'anr 
partly owned by Ceylonese. 

Also appropriated was a Mg rtXrf- -- 
ing-liles factory with Indian andOpy- ■ 
lortese shareholdings. 

industries Minister T. B. Suba- 
hinghe. under whose authority to? two 
take-overs were effected, annptouW 
im mediately that ail sterling I Brit- 
ish? companies in the country wiwk^/ 
he “Cey Ionized" before June 30, as. 
part of government policy to esta^kk ’ 
socialism in Sri Lanka within thepext 
two years. - y •;///.• . 

When the present coalition. govern- 
ment assumed power in 197ft -I^cal 
and foreign investors expected ‘ ah 
overnight take-over of private lenfe"* 
prises in view of the avowed policies 
of two of its participating parties 
the Communists and Trotskyites. . 
There were, however.' no sweeping 
changes. 

Cp to now. the only major in- 
novation has been a fixed. celling ®- 
ownership of houses and private es- / 
tates: an individual may nowowni^tv 
more than two houses or fifty acres# . 
land. “Surplus" houses and lands 
have been taken over. In the eato# 
houses, the new laws give-. first- 
purchase rights to the tenants. / ' .; :* ; f 
The announcement about Ceylontey • 
ing sterling companies ■ came in 
wake of a transaction in Lood®® 
which passed on the ownership y 
large tea estates to oil-rich -’As*!? * 
entrepreneurs “behind the back of f*® ~. 
government." - - 

An immediate result of the Cotomtoy 
tJovemment’s move will be the### 
British-owned tea estates. The bulk’of.’ 
tea estates and part of the rubber 
estates have been owned until no# by " 
absentee British capitalists. 

The Christian Science monitor 
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By the Associated Press 

. San Kafoei, Cain. 

Reva Richmond J is now riding solo 
as Marin County’s fi^ wamaxi dep- 
uty sheriff assigned to patrol. 

Deputy Richmond has taken the 
same courses, passed the same tests, 
been trained to toe same pistol shoot- 
ing and tactics of self-defoise aa male 
deputies. :'j/ ‘ 


*: v “I'm too first of a klnl and Itotok 
■ ho one knows 'quite what to do with: 

: toe.” She expects to be assigned out of ■ 
. the sheriff s main office to toe civic 
center and carry out any n^R^gnmigit: .. . 
that might be given a male chunter- . 
./..part. , 

“No, l am not scared,” shesald. / ; . . 

• She is married to a deputy sheriff "T . 
Robert Richmond, who works out o£/ '■ 
another substation . - ; 
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polishes draft of new canal treaty with Panama 




,p Christian S cience ■ 
V • Monitor 


Panama Caty 
i. ;' 7 '"- ; ; taH, silver-hfiired U.S. 

lomat in bathing trunks 

. , • v. . - be seen near here 
f - vse days strolling the 
^ ;-^'Ches in earnest conver- 
j with a Latin triend 

" f •’ informal attire. 

■' . iilswortti Bunker, tJ.S.' 
,L\hassador-at-large, and 
• ' * , jj : Antonio Tack, Pan*" 
'/VanianForeign Minister, 

"" V not talldng fishing — 
x-\„ •-•.ugh -the marlin catch 
-fund here is world fa- 
They are nearing 

■ - -eement oh a new U.S.-; 

-oamahlan treaty due to 
'■ ’ ait Panama a greater 
jreJzi the running and 
' -fepseof the Panama Car 
'i- plus increased reve- 
:.JS.' V -"' 

vjotottie U.S. and Pan-' 
* J-.^skiiiah-' - go ve rnments 
''«» agreed in principle 
it aboriginal 1003 canal 
1 v. - iaty.is both out of date 
4 jffielyjA l 1 unchanged 
to spur- anti- American 
' among the 

• - unger genieratldn in this 

.. " highly nation-- 

sticcpimtry. 

" *..- l V • 'j\ • ■ . ■ 

_ ’■ naSe: 1903 treaty, nego- 
ted when , newly-inde- 

■ 'adent Panama was poor 
‘d friendless, granted the 

• in return for building 
canal, jurisdiction tan- 

* ' jiount to "sovereignty in 

'■ r^tuity” over a strip Id 
“ • jp33 wide that bisects this 
- -on try far 60 miles be- 

• een . the Atlantic and 
-jdflc. oceans. 

-- ihe 13,000 or mare ships 
at transit, the canal 
arty pay the U.S.-run 
mama : Canal Company 
£ "V 1 ^proxiinately $106 million 
w ’’ ‘“fees, and bring Panama. 
rAt ^ :^tsU, about $160 million 
' r providing various 
ods and services. 

.Twenty years ago this 

■ .presented 40 percent of 
•nELma’B national income 
Jt now it la only 15 per- 

• ait and Panama, rapidly 
* 'Veloping, is seeking a 

■' -eater share In what it 
•nsiders as rnpeh its ma- 
r national asset as oil is 
Venezuela, Saudi Ar- 
»ia, or Iran. 

ewstyle diplomacy 

Ambassador Bunker, a 
cceBsftil Boston sugar 
erchant who turned cUp- 
nat 80 'years ago, has 
induced a new style of 
alomacy here — 7 and it 
sms tp.be working. Gone - 
3. the stiff long meetings 
toe Pentagon in Wash- 
between teams of 
jotiators from both 
es. Now Mr. Bunker and 
. Tack, joined period- 
Uy by a single top aide, 


onitor writer 
ins award on 
iucation 
5ries 

Boston 

Reporter Stephen Silha 
1?ie Christian Science 
nitor has won a first 
ze in the 12 th annual 
ards ' contest of the Na- 
al Council for the Ad- 
icement of Education 
Iting. 

Ir. Silha’s award was 
a special . education 
ies, “Careers in the 
\ds," published March 
, ... ••1974. He is (Hie of five 
,*/ * ters to win $250 in the 
$e newspaper class 
/culatiGn over 150,000) 
i now is eligible for a 
»0 grand prize. 

'ther winners In the 
newspaper category 
’e: James Nolan of the 
'hsville (Kentucky) 
anal; Howard Gov- 
ton and Polly Paddock 
the Charlotte (North 
-olina) Observer; Bert 
mas of the New York 
\ Uy News; and Helen 
'ringer of the' Akron 
•’ lio) Beacon-Journal. ( 

’ dinners for newspapers 
h circulation less than 
,000 were: Catherine 

- rtindale and Robert 
lumacher of the Dayton 

* do) Journal-Herald; Ed 
vme end Pam Lewis of 

- , Titusville (Florida) 
r -Advocate; and Eu- 

. ie Smith and Patricia 
ith of the Eugene (Ore- 
i) Register-Guard. ' 


’ have deBberately Chosen 
the isolated, beautiful is-, 
land of La Ccntadora, off 
Pantona’s pacific coast for 
their talks. - r - 
; Both U.S.' and Pan- 
amanian sources ..seem 
confident thata new seven- 
point treaty will be ready 
for signing this' spring — 

. possibly in ApriL Before 
taking effect it' must be 
approved both :.by a na- 
tional plebiscite In Pan- 
ama — where the outlook 
appears favorable — and 
by -the U.'S. Senate where 
the outlook is cloudy. (Sen. 


Strom Tfamncnd,R* 5 jti)li-. 
can from South Carolina, 
for instance', is reportedly 
seeking the 84 votes needed 
to block ratification saying 
any dimimiticn of total 
U.S. sovereignty would be 
tantainounttoa sell-out ) 

Three points settled 

Informants close to- the 
talks now say .that, agree- 
ment has been reached on 
three key .points — and 
seems to be in sight on the 
remaining four. Those Al- 
ready agreed to include : 


• More " Panamanian 
participation in zimnlng 
the canal. The Canal Com- 
pany currently employs 
3,300 Americans for skilled 
work -and ; 15,0o0 Pan- 
amanians — mostly as la- 
borers.- Gradually techni- 
cally trained young Pan* 
amanlahs ' will assume 
more responsibility. 

Increased Panama- 
nian cooperation In 
the Canal's defense. The 
U.S. still maintains 11,000 
troops (plus their 25,000 
dependents) at 14 bases. In 
time some of these bases 


will be . relinquished to 

■ units of the U.S.-trained 
and . highly disciplined 
8,000-man Panamanian 
National Guard. The U.S. 

.will continue to maintain 
air and naval defenses, 

■ • which are costly,, but Pan- 
. t ama wants an end to use of 
"’' the Canal Zone for anti- 

! guerrilla and similar train- 
ing not related to the Ca- 
nal’s defense — as was 
widely done despite Pan- 
amanian objections during 
\ the Vietnam war. 

• Gradual replacement 
of U.S. by Panamanian 


jurisdiction — beginning 
three years after the treaty 
takes effect — in such 
activities within the Canal 
Zone as police, local 
courts, postal, and com- 
mercial enterprises . 

"We’ve had Close ties 
with Americana for 70 
years,” said Mario Velas- 
. quez, ft leading Pan- 
amanian news com- 
mentator. "My daughter, 
for instance, is married to 
an American and they live 
in the Zone. But the days of 
1 extraterrttoriaitty ’ are 

over. Why should Amer- 


icans run bowling alleys or 
movies that have nothing 
to do with running or de- 
fending the Canal — when 
we Panamanians need the 
work ourselves? ” 

The remaining issues 
now being negotiated by 
Mr. Bunker and Mr. Tack 
are said to include : 

• How much land and 
water in the 647-square 
mile Canal Zone the Penta- 
gon, as the U.S. govern- 
ment’s agent here, is will- 
ing to relinquish for Pan- 
ama’s growing needs. 

• How long the new 


U.S. -Panamanian treaty 
will run — reportedly 
somewhere between SO and 
50 years. 

• How much the U.S., 
which now. pays Panama 
approximately $2J2 million 
yearly, will increase its 
direct compensation. A fig- 
ure of $35 million is being 
discussed. 

• A U.S. option — 
within an agreed time limit 
— to improve the current 
Canal with a third set of 
locks, or build a new sea- 
level canal at an estimated 
minimum cost of $5 billion. 
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now 


.It makes more sense 
than ever before. 


If you've been considering a luxury car, you're probably 
aware of the fact tto .there's been a good deal of specula- 
tion in the press and other media as to why new Cadillac 
sales are so high. 

There are probably many reasons. 

If you read the articles, it might sound as if every Cadillac 
buyer decides. on Cadillac. for a different reason. "Cadillac's 
reputation for quality" "Cadillac's roominess and comfort? 
"Cadillac service? "CadiHac luxury and status? And so on. 

But if you look closer, you'll discover that whatever the 
stated reason for buying... in one way or another it really 
comes .down to Total Cadillac Value. 

Total Cadillac Value. That's the value that is inherent in 
every Cadillac when you buy it... when you drive it. ..and 
when you trade it. From the obvious , like Cadillac's con- 
tinuity of styling, luxury features and roominess to the Jess 
obvious and more subjective. Like that good feeling that 
comes from driving a Cadillac. . 

But perhaps there is no better way to illustrate why Total 
Cadillac Value.makes so much sense for today's car buyer 
than to examine Very real sp^ifk:. Resale \^lue. 

Lets get veiy specific about resale value/ 


Item: Cadillac traditionally has the highest resale value of 
any U.S. luxury car make. 

Item: According to the most recent Automotive Marketing 
Report, the 1974 Cadillac has retained a higher percentage 
of its original value (Manufacturer's Suggested Retail Price) 
than any other U.S. luxury car make. Models compared 
. were priced to include those popular options that were 
installed on 50% or more of a particular body style. i 

Something else worth considering: 1975 Cadillacs incorpo-^ 
rate a series of advancements which can help you save on 
fuel and recommended maintenance. These include GM's 
Catalytic Converter, High Energy Ignition, Fast Warm-Up 
Carburetion and Steel-Belted Radial Tires. The result— 
when compared with 1974 models— is improved overall 
operating economy for owners of 1975 Cadillacs. 

Small wonder Cadillac -owners come back to Cadillac 
again and again. The percentage of repeat new car buyers 
for Cadillac is historically the highest of any U.S. luxury 
car make. 

So if you're in the market for a luxury car, now is the time 
to talk to your Cadillac dealer. Because Cadillac makes 
more sense now than ever before. 


A 




Total Cadillac Value. It explains a lot of things. 
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Mild winter prompts 
talk of bumper crop 




By Elizabeth Pond 
Staff correspondent of 
The Christian Science Monitor 


Moscow 

With spring almost here the Rus- 
sians are sounding fairly optimistic 
about this year’s winter wheat. 

Earlier anxiety about serious frost 
damage now Is being dismissed, and 
the Kremlin Is targeting a bumper 
1975 crop for all grains of 215.7 million 
tons. 

Western expectations are a bit 
more mixed, with some agricultural 
1 observers suspecting slightly higher 
winter damage than usual. Even the 
doubters among Western observers 
still expect a bigger harvest this year 
than last, however, and think 205 
million tons could be a realistic goal 
for grain. 

Basically the weather has been 
more benign than was expected to- 
ward the winter wheat, which is sown 
in the late fall for germination in 
early spring. Following the pattern of 
the previous two winters, the snow 
cover has been lighter than Russia Is 
used to. But severe frosts of five or 
more days duration — which could 
have penetrated the protecting layer 
of snow and spoiled the crop — have 
not developed. 



Sovfoto 


‘Harvest plains’ of Russia — doing better now 


expended their carbohydrates and 
become weak. It noted that these 
plants would need ■ ‘feeding* ’ In the 
spring. 

Also, a recent Pravda article about 
the rich Kuban area said that 75 
percent of field samples grown in 
greenhouses performed excellently. 
Intriguingly, it did not say what 
happened to the other 25 percent 


Early sprouting watched 


The big question is whether the 
weather was too warm and induced 
extensive premature growth of the 
seeds. Some hints of this possibility 
appeared in the ' most recent 
"Weather and Sowing" report of 
Selskaya Zhizn (Farm Life).*' 

In its latest regular ten-day weather 
report on March 4 Selskaya Zhizn said 
that seeds that sprouted in the fall had 


In addition, some Western observ- 
ers say that private conversations 
with Soviet agricultural officials tend 
to be slightly less optimistic than last 
year at this time. 


By contrast, the Soviet press is 
more optimistic than last year. And 
last year saw the Soviet Union’s 
second-highest grain harvest at 195 JB 
milli on tons. The record crop of 222.5 
million tons came in 1973 — following 
the same general winter conditions as 
this year and last. 

So far, Soviet press reports indicate 


that the Ukraine and central black- 
soil breadbasket should do better this 
year than last. Moldavia’s position is 
not clear. 

The Selskaya Zhizn report said that 
there was no snow cover in the west of 
Latvia, Lithuania, and Byelorussia, in 
the western and eastern provinces of 
the Ukraine, in Rostov, and in the 
lower Volga region. It noted, how- 
ever, that the weather of the last ten 
days of February was warm, and that 
underground temperatures were 
above the critical -5 degrees C. 

The Russians are always particu- 
larly concerned about their winter 
wheat crop, as this provides the stable 
base of their entire harvest The total 
winter wheat yield Is not so great as 
spring wheat — 49 million tons of 
winter wheat as against 60 million 
tons of spring wheat in 1973. But the 
winter wheat is more stable and 
reliable than the drought-prone areas 
sown to spring wheat. 
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THE MOST FAMOUS NAME IN CARPET SWEEPERS 

COMPAC^ EFFICIENT 




IT 


PERFECT FOR: 

HOME-CAMPER-AUTO 


No cord, no batteries. For 
fast, easy car care. 



Compact . . . ideal for stairs, 
tight spots. 


Advertistmtnt 


Instant n 
Spelling . 
Dictionary: 



Instant action for spills. 


At last! Here is the handy, quick way to clean up spills 
...sweep comers... get in those tight spaces... and 
do it right! Yes! . . . now from Bissell, the most famous 
name in carpet sweepers, conies the "Mini Sweeper" 
The amazing hand sweeper-cleaner that gets into all 
those tight spots and does a super job like only a 
Besell Carpet Sweeper can. Works great where bulky 
equipment may riot work at all. The "Mini-Sweeper” 
nicks dirtout— then whisks the dirt up. And the "Mini- 
Sweeper" is a 'snap' to empty. No cords — no batter- 
ies— makes it perfect for care-, campers, homes and 
vacation homes. Order yours today! 



Keeps pool tables trim and 
tidy, too. 



r SATISFACTION GUARANTEED OR MONEY BACK *- — | 


Snaps apart for emptying. 

Solidly constructed for a 
lifetime of service. 


O W7S THE CRACKERBARRH 


The Crackerbarrel Dept. BI-255 

61 Cabot Street, West Babylon. NY 11704 

Please send me the Bissell Mini Sweeper for only S7.95 plus .50C 
shipping charge. I understand that if I am not completely delighted 
in every way l can return the Mni Sweeper for a full refund. 

□ SPECIAL! SAVE $1.90: Order two Mini Sweepers for only 
S15 ardvwpeysh«jptng:K88DtxTein the car. 


Enclosed is S. 


.{check or money order) 


Name 


Address. 

City 


\pL. 


State. 

L... m 


-tip 


NY STATE ftFRinmr-fi flnn gflLES TAX J 


Nine out of ten times you 
consult a dictionary to check 
your spelling or to find out 
where a word may be divided 
with a hyphen. The new In- 
stant Spelling Dictionary lists 

25.000 words in large, easy-to- 
read type. It takes only a 
glance to look up a word arid 
instantly find it correctly 
spelled and accented. In addi 
tion, words that are confused 
with other words because 
they sound alike are defined 
and cross-indexed. Words 
such as: AFFECT — EF 
FECT; CAPITAL - CAP! 
TOL: PRINCIPLE - PRIN- 
CIPAL; etc. Once you own a 
copy, you’ll use it many more 
times than your big, awk- 
ward dictionary. 

The new, revised edition 
has complete punctuation 
rules, spelling rules, capital- 
ization, compounding words, 
form of address salutations, 
proofreaders marks, and over 

1.000 abbreviations.- 
To introduce it to a greater 

number of people. Career In- 
stitute, the publisher is mak- 
ing it available to you for 
only $2.65 postpaid. Money 
back if not satisfied. Simply 
send your check or money or- 
der to: Spelling Dictionary, 
Dept. 500-35, Sherman Turn- 
pike, Danbury, CT 06816. 


lauce!- Queen 



Christian Democrats gain In Rhineland Palatinate 


Germany edges further to right 


By David Mutch 
Staff correspondent of 
The Christian Science Monitor 


Bonn 

The conservative Christian Demo- 
crats have won another election vic- 
tory, this time in a state election in 
Rhineland Palatinate. 

Voters there Increased the party's 
majority to 53.9 percent from the 50 
percent it won in 1971. The Social 
Democrats slipped to 38.5 percent 
from 40.5 percent in 1971. 

The vote Is significant for West 
Germany for several reasons : 

• It again buoys the hopes the 
Christian Democrats (GDU) have of 
taking over the national government 
in the next general elections in 1976 
from the Social Democrats (SPD) and 
Free Democrats (FDP) who now rule 
in coalition. 

• It keeps the moderate Helmut 
Kohl, minister president of Rhineland 
Palatinate and national chairman of 
the CDU, in the running as a candi- 
date for chancellor. 

m And it c onfi r m s a trend evident 
for a year that the CDU is gaining 
strongly in the cities, where the Social 
Democrats have ruled an the average 
for 20 years or more. 


nal security, did not affect the March 
9 election in Rhineland Palatinate 
significantly. 

SPD state party leader Wilhelm 
Droescher said just before the elec- 
tion that his party expected between 
38 and 39 percent of the vote (his 
estimate turned out to be right on 
target) . This figure, he said, would be 
a test to see if voters could withstand 
attempts by "some” to make ‘'politi- 
cal capital from terrorist attacks.’’ 

Some conservatives _ especially 
Christian Social Union (CSU) leader 
Franz Josef Straubs of Bavaria — are 
trying to capitalize on citizen concern 
about terrorism in Germany. (The 
CSU is allied to the CDU.) 


Westphalia on May 4.” Store then 
has been besieged by fernaS? 
explain just what he 
means. 

It should not be overtook^ dun 
the debate on internal security * 
national Parliament debates 
ject March 13 - that the pig 
trend In favor of the CDU has 
under way for some time, tone w* 
the Lorenz kidnapping. . 

A CDU official told this corresi/ 
dent that from his observations^, 
are being won to the CDU to is£ 
part because they have seea MaS 
ideas, especially in Hesse and to s™ 
extent North RMne-Westp haJi^ ^ 
moted in public schools. ** 


Divisions extended 


Kidnapping had little effect 

The .Free Democrats polled 5.6 
.percent of the vote- compared to 5.9 
percent in 1971. 

The evidence so far is that the 
kidnapping of Berlin CDU leader 
Peter Lorenz ten days ago, and the 
ensuing heightened debate over inter- 


What is happening, however, is that 
proposals to contain terrorism — like 
reintroducing the death panalty, 
toughening laws on holding demon- 
strations, and more tightly con- 
trolling contacts between imprisoned 
terrorists and their attorneys — are 
driving left-wing members of the SPD 
and FDP further away from the party 
leadership. 

As these disillusioned left-wingers 
make their arguments public, they 
tend to drive more voters to the 
conservative side. 

But both sides of the political fence 
can play the ‘‘terror’’ game in poli- 
tics. 

State premier Heinz Kuehn of North 
Rhine -Westphalia an SPD member, 
said several days- ago that the "next, 
attack [by terrorists] will come be- 
fore the election In North Rhine- 


Emphasis shifts 


\ 


This official also said it lg 
entirely accurate to say voters * 
"disappointed" with the SPD’a « 
tente policies with the Bast- b' 
nations. It is more accurate, fae sa 
to say that voters supported the si 
at the high point of “ostpoUtk 
(former Chancellor Willy- Bran? 
eastern policy), but now foel oU 
policies should be given emphat 
And he added that the CDU image i 
grown more "flexible and proa* 
sive," especially to voters in * 
cities. 


However, the internal security/. 


— _ _ m 

bate is expected to throw ligfct f 
struggle within the CDU -CSU for t 
chancellor candidacy. 

There are three more state eb 
tlons this spring and then, in the ea 
summer, the conservative "can 
date" will be chosen. 


African 


union needs 
a home 


Sticky problem: where 
to meet in safety?. 


By Henry S. Hayward 
Staff correspondent of 
The Christian Science Monitor 


Models 


World's 
Most Popular Screw-on 
FAUCET SPRAY 


■ Designed to fit inside or 
outside threaded faucets 

■ Flexible rubber bellows 
neck provides spray or 
no-splash stream to every 
area of sink 

■ Stainless steel spray plate 
for longer life. 

■ Available In super- 
markets, variety, 
department and 
hardware stores 


Addis Ababa, Ethiopia 

The 43-nation Organization of Afri- 
can Unity (OAU) is facing a sticky 
conference site problem — in fact, 
two problems of the same kind. 

One concerns Its permanent head- 
quarters here. Addis Ababa is no 
longer quite as stable or peacefijl as 
during the long reign of former 
Emperor Haile Selassie. 

The 1974 ministerial meeting of 
OAU happened to coincide with the 
first muscle-flexing by the Ethiopian 
Army, which dislodged the cabinet of 
former Prime Minister Akilu Habte 
Wold. African ministers already gath- 
ered in the Ethopian capital for their 
conference were secretly advised to 
leave the country until things quieted 
down. Some did not even wait to be 
dis invited. 

This year, at an OAU meeting in 
Addis, it was questionable right up to 
the opening date If a quorum of 
ministers would be an hand. A few 
days before the session was scheduled 
to start, only 18 were in Addis, with 28 
ministers needed. 



African headquarters in Addis Ababa: time to move 4 ? 


civil war, somewhat akin to the one 
now going on here between Ethio- 
pians and Eritreans. Indeed, General 
Gowon came to power in much the 
same way as the Provisional Military 
Government here. 

A second major problem for OAU Is 
the site for its annual summit confer- 
ence, scheduled to be held in the 
restive Ugandan capital of Kampala 
late in July. That is where flamboyant 
President Idl Amin Dada holds sway 
in his own tumultuous, highly verbal 
way. Some African chiefs of state who 
disapprove of Mr. Amin’s conduct and 
have received sharp comments In 
reply may not risk going to Kampala. 


‘ 


leader’s assurances. Reputedly scan 
other African leaders have deep re* 
ervations about having the Uganda- 
become their titular head. 

Thus some dlplowtic absences, t 
say nothing of an outright boycott ? 
the July meeting, may be in prospect 

Last year’s OAU summit at.Mogs 
discio. Somalia, was marred, fay a 
unseemly battle over the organize 
tion’s new secretary- general/ Mem 
bers therefore are anxious to havi 
this year's session do nothing tha 
might impair OAU’s internaflaha 
standing. 


Distasteful prospect . 


Mild concern 


Uneasy members 

Eventually enough delegates ap- 
peared to hold the meeting. But 
unofficial reports claim some of the 
members now feel uneasy in Addis. 
Consequently sentiment persists to 
move the- OAU headquarters else- 
where. Nigeria’s chief of state, Gen. 
Yakub u Gowon, is known .to have 
offered his capital of Lagos as an 
alternative site whenever OAU is- 
ready to move. 

Nigeria already has been through a 


Moreover since the OAU tradition is 
that the leader of the host country 
becomes chairman of the organiza- 
tion for the ensuing year, the other 42 
members also must contemplate the 
distasteful prospect of having 
Uganda's garrulous head of state as 
spokesman for them all — and flitting 
hither and yon in his new jet as their 
representative. 

Tanzania's President Julius Nye- 
rere and Zambia’s President Kenneth 
Kaunda, both of whom have been 
severely criticized In public by Mr. 
Amin, are unlikely to venture to 
Kampala despite the Ugandan 


Concern about Addis Ababa as J . 
permanent headquarters is mild far 
comparison with African reluctant* , 
to endow so unstable an executive s 
Mr. Amin with a full year's worths • 
prestige as the acknowledged, leade ' 
of the black continent : 

"It. is hard for OAU to fa 
judgment on the internal affairs of If 
members," said a neutral informs® 7 
here. "But it also Is hard not to. Hi? 
Amin becomes chairman, it will aejri : 
like a long year for the rest of us too," 
Changing the venue at this tab '■ 
date, however, would be difficult 3 . 
the conclave may well take place fa - 
Kampala. . - 


New squeeze on Spanish press 


Franco regime closes several newspapers, 
orders sanctions against others, writers 


By Richard Mb wrer 
Special correspondent of 
The Christian Science Monitor 


Madrid 

Spain’s press Is baJck on a short 
leash. 

After tolerating relative freedom of 
the press for a time Gen. Francisco 
Franco's authoritarian regime la re- 
verting to. tough measures to bring, 
"wayward" journalists to heel. 

Numerous sanctions in the past 
weeks have resulted in the seizure 
and closing of publications, the deten- 
tion and Interrogation of journalists 
by the police, and in some cases their 
indictment. 

Cambio-16, Spain's liveliest and 
fastest growing news weekly, has 
been closed for three weeks on gov- 
ernment order and fined 100,000 pe- 
setas ($1,800) for publishing articles 
on the sensitive Basque problem and 
on political prisoners In Spain arid for 
suggesting that the regime’s funda- 
mental laws should be changed. . 


Ernesto . Garcia Herrera, a 
Spaniard employed by the official 
’news agency EFE, who also Is the 
correspondent here for French, 
Swiss ; and Belgian newspapers, has 
been ordered to stand trial. He had 
attended and reported on a secret 
• meeting of the illegal leftist opposi- 
tion group “Junta Democratica.” 

Mr. Garcia Herrera is charged with 
-having made an apology for an Illegal 
association in an article published 
abroad and also, with dfeobedlence 
because, he refused to reveal his 
sources. He is free cn baJI.but risks a 
prison sentence of six months to six 
years if found guilty. 


ABC eventually published a trim* 
cated version of the interview. It did 
not tell its readers that what they 
were allowed to see had been cut but 
other Madrid papers, such as Infor- 
maciones, did. 


Omitted, from the authorized ver- 
sion of the interview were Den Juan’s 
remarks that public opinion is per- 
turbed over attempts to perpetuate 
the present regime. To do this, he 
said, would be an obvious historical 
error which would cost Spain dearly. 


A section of the Madrid paper ABC 
was c onfi sca te d by the authorities 
because it carried an interview with 
Dan Juan de Borbon, pretender to the , 
Spanish throne, in which he criticized;, 
the fidlure of the icw^enfc of 
Fnme i Minister Carlos Arias Navarro 
to follow up promises of Hber-~ 
allzat ion. ~ 


Mundo Social, a monthly dealing 
with labor affairs, had its February . 
issue seized. Editor Jose Maria Fuija* "l 
ner MArtiri has been interrogated by a 
political court. ’ 


Federico - Vfflagran, editor of El 
Correo de Andaluda, has been told by 
the Ministry of Information and Tour - 
ism that ids paper has shown a tack, of 
due respect for institutions arid per- 
sons and that be therefore "will be 
subject to administrative sanctions. 







#T 

Probably the most impressive thing about 
the more than 25 , 000 ideas submitted to 
Atlantic Richfield Company's Public Transportation 
campaign is the inventiveness and diversity of 
the ideas. 

Most of the ideas deal with variations of known 
forms of technology. And interestingly enough, 
many of the ideas deal with our failure to use the 
technology already available: the systems 
approach. 

To us, the most interesting group of letters begins 
something like this: “The American public will 
never give up its love affair with the car. . . 
and they go on with proposals to incorporate 
automobiles into a Public Transportation system. 

i Right now, we are in the process of putting 

together booklets incorporating many of the more 
interesting ideas. We will make these booklets 

, available upon their completion. 


So far, we feel the campaign has-been very 
successful. Only one thing could make it even 
better - the answer to this question: . 

Where’s your idea on Public Transportation? 




Please note that all ideas submitted become public 
property without compensation, and any restriction 
on use or disclosure. This allows, the ideas to be 
used freely to promote the concept of Public 
Transportation. Again, our thinking is that since Hie 
subject is Public Transportation the ideas should 
belong to the public. 


Send your idea to IDEAS ; • 

P.O. Box 30169* Los Angeles, C A 90030. 


ARCO 




petroleum products of 

AtlanticRichfieldCompany 
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Scott calls for change 
'of Cambodia leaders 

Washington 

• Senate Republican Leader Hugh 
.’Scott said Monday the United States 
■should use "as much pressure as is 
necessary" to obtain an immediate 
' change in government leadership in 
Cambodia. 

Senator Scott said the change 
, . should be made in order to secure an 
agreement for the release of many 
thousands of refugees he said 
otherwise woujd be slaughtered in the 
embattled Southeast Asian nation. 

He made the statement to newsmeri 
shortly before the Senate passed a 
unanimous resolution asking the Ford 
administration to assure that at least 
’ half the rice being sent to Cambodia be 
made available for free, humanitarian 
distribution. 


Senate panel OK’s 
Davis nomination 

Washington 

The Senate Foreign Relations 
Committee approved Maonday the Ford 
administration's controversial 
nomination of Nathaniel Davis as 
assistant secretary of state for African 
affairs. 

The committee by voice vote also 
approved the nomination of William 
B<»vdier as U.S. Ambassador to South 
Af^ca. 


N£w technique supports 


Oswald’s innocence plea 

Washington 

j(a former CIA technician asserted 
Monday that a new lie-detection 


technique has shown Lee Harvey 
Oswald was telling the truth when he 
denied killing President John F. 
Kennedy in 1 963. 

« George O'Toole, who worked as a 
CIA computer specialist, said the 
-technique not only upheld Oswald's 
-denial but also has cast doubt on the 
truthfulness of several witnesses who 
■appeared before the Warren 
Commission, which investigated the 
assassination. 

He told a news conference that his 
use of a new kind of lie detector called 
a psychological stress evaluator led 
him to conclude that the Warren 
Commission erred in deciding that 
Oswald acted alone. Mr. O'Tooie. who 
has written a book about his findings 


called "The Assassination Tapes," 
added that he had examined tape 
recordings of 40 people connected 
with the assassination. 


Cleaver wants 
to return to U.S. 

New York 

Newsweek magazine says Black 
Panther exile Eldridge Cleaver has 
cooled toward communism after . 
visiting communist countries and wants 
to return to the United States. 



UR pfKrto 


Eldridge Cleaver 


The, author of "Soul on Ice" is willing 
to return and stand trial on an assault 
charge growing out of an Oakland, 
Calif., shootout, the magazine said, but 
only if he can stay out of jail until the 
end of the trial. Mr. Cleaver, now living 
in Paris, is hopeful this can be 
arranged, Newsweek said, but Black 
Panther attorney Charles Garry was 
quoted as saying that “it doesn't look 
good." 

Newsweek reported Mr. Cleaver had 
given up his beard, the feather 


trappings of Panther days, and many of 
his earlier ideas. "I haven’t gone from 
being a Marxlst-Leninist to being a 
Fascist." he Is quoted as saying, but 
Newsweek added that Mr. Cleaver now 
finds the Marxist world view "static;" 
believes Russia "would really prefer 

that the U.S. cease to exist" and 

thinks America needs a strong defense. 

Kennedy, Meany join 
in tax-cut demand 

Washington 

Sen. Edward M. Kennedy and 
George Meany, AFL-CIO president, 
called Monday for a tax cut of $30 
billion to pump money into the sagging 
economy. 

Senator Kennedy told the Senate 
Finance Committee that the depth of 
the current recession fully justified a 
bigger tax cut than the 21.3 bilGon 
voted by the House of Representatives. 

Mr. Meany assailed President Ford's" 
economic recovery plan as too little 
and too slow. He called for an 
immediate tax cut and aid for the 
slumping construction industry. 

Large Iraqi offensive 
reported against Kurds 

- Geneva 

The international Human Rights 
Federation reported Monday that Iraqi 
forces have launched a large-scale 
offensive against Kurdish rebels in the 
wake of the agreement between Iran 
and Iraq to resolve their undeclared 
border war. This appeared to confirm a 
similar report on this page Monday 
from Washington by Dana Adams 
Schmidt, Monitor correspondent. 

The federation's secretary-general, 
Jean Claude Luthl, said Iran hasxlosed 


Illegal aliens with U.S. jobs 


Washington 

Uncounted millions of Illegal aliens are having a severe impact on the 
nation's economy, the commissioner of the Immigration and Natural- 
ization Service said here. 

Retired Gen. Leonard F. Chapman, former commandant of the Marine 
Corps, said there may be 10 million to 12 million illegal aliens In the 
country. His comments came in remarks before the annual mid-winter 
conference of the Veterans of Foreign Wars. Illegal aliens, he said, are 
taking jobs, "good jobs that are needed and wanted by unemployed 
Americans. . . " 

“This problem is not restricted to any geographic area,” he said. “It Is 
nationwide in scope and impact, and affects everyone. The number of 
overstayed and other illegal aliens who are employed at above-average 
pay is substantial," he said. They come here, Commissioner Chapman 
said, because it is still easier to get jobs than in many other countries. 


its border with Iraq and cut off all 
supplies to the Kurds. He said the 
Kurds are threatened with genocide. 

The Kurdish guerrillas headed by 
Mullah Mustafa Barzani have battled 
the Iraqi government for control of 
northern Iraq for 40 years. Last year 
President Hassari el Bakr offered them 
limited self-rule, but Barzant turned it 
down because the offer did not include 
control of the Kirkuk oil fields. 


Soviet ships feed 
North Vietnam ports 

Nother Vietnam's seaports once 
again have become regular ports of 
call for the U.S.S.R/S swiftly expanding 



Trade picks up 


merchant marine, writes Paul Wohi, 
Soviet affairs analyst Eight Soviet 
motorships were on their way from or 
to North Vietnamese ports within one 
week in February, according to 
monitors in the area. 

These fast, medium-sized vessels, 
their cargo and destination, convey an 
idea of the variety and magnitude of 
Russian shipping operations in the 
Pacific and of the extent to which they 
serve North Vietnam in rebuilding its 
economy. 

Thus the motorship Orekhov was 
reported on its way to Australia from 
Haiphong to load cargo; the motorship 
Ussuri completing coaWoaing 
operations in Hon Gal, North Vietnam; 
a sister ship, the Lazarev, taking on - 
coal for Japan in Cam Pha. The 
motorship Zinoviy Soiovyev-was on its 
way. to Haiphong from Hamburg, West 
Germany. Another Soviet vessel was 
coming in from a North Korean port. In 
Haiphong several other Soviet 
merchant men were unloading cargo. 


World Bank launches 
rural aid program 

Washington 

The World Bank Is launching a new . 
■program aimed at reducing poverty on 
the rural level in Asia, Latin America, 
and Africa. 

The international lending agency 
says it will allocate $7.2 billion in loans 
over the next five years to help small- 
scale farmers, tenants,, sharecroppers, 
landless workers, and their families. 

(t said the program is designed to 
reach a rural population of 100 million, 
of whom 60 million have an annual 
income per person ol $50 or less. 

Loans will be equally divided between 
agriculture and rural development, the 
bank said. 


Figueres says he aided 
CIA, was its target 

Mexico City 

Former Costa Rican President Jose 
Figueres has said that he and other 
Latin American presidents collaborated 
with the Central Intelligence Agency 
(CIA), but twice theCiA tried to kill him. 
He did not elaborate.- 
Mr. Figueres, who handed over 
power last year to newly elected 
President Daniel Oduber, made the 
disclosure in a television interview 
broadcast here Sunday night The 
former president, who did not say 
which other Latin American presidents 
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Kissinger in Turkey 

U.S. Secretar ' ‘ 

Kissinger flew ir 


relations with "our i 

aBy," Turkey. Dr. 
arrived in hia special jet from Ietm 
planned to spend 24 hq^dtacujRi, 
with Turkish leaders the AiiaS*?? 

embargo on T '"* - * “ 

Cyprus. 


Trade balance shifts »>V< 

The oil cartel h«J a fradesurbi,™ 
year of $97 biftion, compared 
billion in 1973, according to an an -5 -■■* 
released Sunday to 
International Monetaty-f^;^i. .. 
said that at the same tfnteft* 
developed and industrial countries 
showed a $67 billion ttadedejfictt. n 
than three times the$2i: b«Bbn iteru. 
of the year before. ' 


Algeria lowers oil price 

Algeria has made another dfaht-' 
break in the oil cartel's price front* 
lowering the price Of its tovi^sujtor^ 
clean-burning crude oil by 2 i cemk 
barrel, oil sources In Dubai report - 


AP photo 


Jose Figueres 


had cooperated with the CIA, said he 
neither approved nor disapproved of its 
activities. "Politics and war do not have 
the same rules as a nuns' convent." he 
said. 

Mr. Figueres said he had been 
involved in discussions of the abortive 
Bay of Pigs invasion of Cuba in 1961 
and had worked for two years trying to 
prevent it. 


India buys up wheat 

India has emerged as thefts^ 
foreign buyer of U.S. wHeatthnsei- 
with orders that could exceed 5 nig. 
metric tons at an estimated cost of" 
more than $760 million, a-tawto " 
in the U.S. Agriculture Department- 
reported Monday. -. \ V : 


Antarctic airlift 

Seventy-eight men have bead 
airlifted from the largest U.S. 
icebreaker, trapped in 25-foot-ttuck 
Antarctic ice. The Coast Guard says 
the ship, the Glacier, may be toed! 
the next two or three days , Womthe 
130 persons remained aboanHhesf 
which is in no immediate danger i n. 
Coast Guard said. 


12 escape Ulst^^f^tut 

Twelve suspected g ueniflas escape ■ 
from a courthouse: in 
Ireland, Monday while awaiting » 
charges of attempting iweAdut o - * 
the Maze internment cahipi V Y . 



*Key factors Kissinger 
must juggle this trip 


Continued from Page 1 

Political observers here recall that 
Mr. Rabin announced last summer 
that he would accept arrangements 
containing "components of nonbel- 
ligerence." It was then explained that 
this meant undertakings concerning 
the cessation of military, political, 
economic, and psychological warfare. 
The “components’' would Include: the 
renunciation of the use of military 
fbree, regular or irregular (covering 
also Palestine guerrilla groups); an 
end of the economic boycott of Israel; 
authorization for Israeli ships to use 
the Suez Canal; and the cessation of 
anti-Israeli “hate" propaganda by 
Egyptian, media. 

A favorable response by President 
Sadat on this issue would find the 
Israelis flexible regarding with- 
drawal from the strategic passes in 
Sinai, Israeli sources state. 

However, even if the territorial 
problem were solved, formidable ob- 
stacles would remain, such as 
whether the new agreement should be 
limited in time or, as the Israelis want 
it, would be of unlimited duration; 
what area of Sinai should be demilita- 
rized; what kinds of arms limitations 
should be imposed; and who should 
police these arrangements. 

John K. Cooley reports from Aswan, 
Egypt: 

In Egypt’s view the three key 
problem areas in the current negotia- 
tions are: 

• Syrian President Assad's de- 
mand that any Egyptian-Israeli ac- 
cord on a further Israeli withdrawal 


in Sinai be linked to similar with- 
drawals in Syria and Jordan. 

• What kind of political com- 
mitment renouncing war Egypt could 
make to Israel in return for an Israeli 
pullback from the Sinai passes and 
the oil fields. 

• The actual drawing of the new 
line in Sinai. Even if Egypt’s demands 
for the return of the passes and the oil 
fields are met, the zlgs and zags of the 
line along Sinai's rugged terrain be- 
come of crucial importance. 


Lines differ 

Egypt, It is explained, wants one 
kind of line taking advantage of good 
defensive positions far its artillery 
and antiaircraft systems. Israel 
wants other areas that would give Its 
armor and tactical air units max- 
imum advantage. 

Informed sources at President Sa- 
dat's temporary winter headquarters 
here say the Egyptian leader Is 
deliberately stressing how crucial 
and difficult the negotiations with 
Israel are because some Egyptian 
newspaper reports had given the 
impression that an accord with Israel 
was "in the bag." 

These reports have angered and 
alarmed Syria and the PLO and are 
believed to have been responsible for 
President Assad's offer last weekend 
to unity the Syrian and PLO "military 
and political commands.” 

Dr. Kissinger is due for his second 
visit here Wednesday after his side 
trip Monday and Tuesday to Ankara 
to discuss Cyprus an J other Issues of 
Greek-Turkish-U.S. relations. 


★ As joblessness tenses cities, 
U.S. cuts ghetto troubleshooters 


Continued from Page 1 


extend 310,000 public-service jobs for 
unemployed adults. 

His press secretary, Ron Nessen, 
said the employment situation re- 
flects "the country's serious prob- 
lems." 

In a letter to the President a few 
days earlier, urging stronger action, 
Sen. Jacob K. Javits (R) of New York 
and 19 other senators warned of an 
"emergency situation for the coming 
summer." 

The National League of Cities pre- 


dicts more than half of the country's 
Poor youth, or 3.1 million, will be 
jobless this summer. Among black 
teen-agers, unemployment already 
has reached a record high of 41 .x 
percent 

Mayor Coleman A. Young of De- 
troit. where inner-city joblessness is 
40 percent, cautions against expecting 
that today's out-of-work “are going to 
stand quietly in line for unemploy- 
ment checks or peacefully sell apples 
on street comers." 


*S. Africa: '■* 
more rights 


Continued from Page 1 

from potentially embarrassing party 
congresses where grass-roots suppor- 
ters might feel inclined to ask awk- 
ward questions, and he is four years 
away, from a need for a general 
election. 

Until it was opened to all races the 
Nico Malan complex, designed to be 
the country's most up-to-date and 
luxurious palace of the arts, was more 
of a monument to racialism than to 
culture. Built with money collected 
from black and white taxpayers alike. 
It was reserved exclusively for whites 
from the time it was opened in 1971. 

To protest this many prominent 
whites refused to go to the theater 
even if they missed some of the most 
glittering shows mounted in South 
Africa. 

One of these shows, and the most 
successful Afrikaans show ever 
presented there, was a play by a 
Colored — a man of mixed blood — 
Adam Small. Mr. Small refused to 
attend the opening night in spite of a 
special invitation. He said his art 
might have- an improving moral In- 
fluence on the whites who saw it, but 
that he was not prepared to condone 
racialism by stepping inside the the- 
ater while everyone else of his race 
was excluded. 


Commonplace 1 mixing’ 

The deicision to allow racially 
mixed rugby and cricket teams to 
play visiting teams is the result of a 
gradual change in attitude toward 
"mixed" sport in South Africa but 
also of enormous pressure from 
abroad. 

At present, through various relaxa- 
tions in the color barriers, it is almost 
commonplace for athletes of different 
races to nice against each other, to 
box each other, to swim against each 
other, even to play soccer against 
each other at so-called multinational 
meetings. But the two main sports, 
rugby and cricket, remained racially 
exclusive. 

This policy has gradually almost 
completely frozen South Africans out 
of international competition to the 
degree that few overseas countries 
are prepared to play them at all. It 
was a matter of changing the policy or 
abandoning all overseas competition. 

The first reward for the change has 
been an agreement by the French 
Rugby Union to send a touring team 
here later this year. 

The government has still refused to 
allow racially mixed rugby and 
cricket to be played at club or 
provincial levels although this is now 
widely considered as an Inevitable 
next concession to common sense. . 


Life aboard Golden Hinde II 


Continued from Page 1 

according to Art Blum, executive 
vice-president of the group which put 
up more than *1 million for the eight- 
year project. 

Mr. Blum says the vessel, with Its 
authentic Tudor furniture, oannon, 
arid marine equipment, may return to 
England In 1977 for the 400th anniver- 
sary of the beginning of Drake’s 1577- 
to-1580 round-the-world voyage. 


Drake’s counterpart 

Through all of Sunday’s hubbub. Sir 
Francis’s latter-day counterpart, 
bearded, taciturn Capt. Adrian V. O. 
Small, stood as quietly as the calm in 
the eye of a storm. 

"Belay the sheets and hoist away, . 
my lads," came his staccato com- 
mand, as the Golden Hinde n pre- 
pared to unfurl sails, for ' the_ run 
beneath the Golden Gate Bridge, 
while screaming sirens from Coast 
Guard patrol boats chased Interloping 
yachts from the vessel’s bows. 

A milling crowd of 50 press and 
other visitors who had boarded ear- 
lier in the day left little elbow room 
for the 16 officers and crew scurrying 
about to tighten lines and keep the 
canvas billowing in the wind. 

Captain Small, after sailing through " 
several days of squalls which blew bis 
vessel 200 miles off course and de- 
layed arrival by a day, dryly com- 
mented that the most difficult time of 
the voyage was "today.” 


Crowded ship . 

The Original Golden Hinde carried 
more than 80 soldiers and crew. How 


so many could live for months in so 
tiny a ship remained a mystery to 
many of the visitors. 

Many of the replica’s 16 officers and 
crew slept under a ceiling just 4 feet-7 
inches high- Even "Drake's ’cabin" 
has only 5 feet of headroom. -When 
you don't have much room, you make 
adjustments to keep out of each 
other’s way," explains John Jdnis, 
the bearded seaman-cook who ladled 
out the diet of canned meats, smoked 
ham, fresh cheeses, and ship’s bis- 
cuits (specially prepared by a London 
baker). 

Like Drake’s men, the modern-day 
crew of three Americans, one Cana- 
dian, two Scotsmen, one Irishman, 
and nine Englishmen did not have 
showers aboard. Instead, they doused 
themselves down with salt water. "I 
became much more aware of the 
limits Drake’s men faced l "says First 
Mate Christopher Daniel, citing the 
difficulty of keeping food fresh, of 
water shortages, and of problems of 
hygiene. 

Improvisation . . 

"But Drake had one advantage. He 
could Improvise and go anywhere and 
stay there as long as he wanted 
without worrying about a time sched- 
ule. ' ' the first mate adds. 

During the voyage. -Mr; Daniel, an 
expert in navigation arid astronomy 
at the National Maritime Museum in 
Greenwich, England, often used the 
old-style astrolabe and cross-staff in- 
place of the more modern sextant for 
navigation. "I was very much im- 
pressed by their accuracy,” he says. 


"At sea an a ship^ UkBtfybs t 
seems to run into the 
Second Mate WiUUm P*W- 
So in spare momen totitoraw ptoj 
games, took pictured ti»ten«t 
taped music, read, staff did bwxft or . 
work, he says. 

Now with the five iottg.'aMi^hs 
sea over. Cook Janls seeffijjBto ape 
for many of the c rew s& 

"When you’re on IWaJ j^day afT 
day. you get to carejabOTltbut m 
I'm glad to be leavh^^Sgv^*'-. 



■ South Vietriarn 

* Hanoi’s new 
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★ How much income-tax rebate 
for Americans — and when? 


Continued from Page 1 
Senator Humphrey also would raise 
the investment-tax credit for business 
to 10 percent. 

Coxnnuttee offers plait 
Apart from these three plans, the 
Joint Economic Committee has is- 
sued its own recommendations. The . 
committee plan calls far accepting 
tiie House-passed $21.3 billion pack- 
age but enlarging Its .1975 lax-cut 
features by an additional $12 billion to 
$15 billion, to give additional stimulus, 
to the economy. . 

"Essentially," said an aide to Sena- 
tor Humphrey, '"this is theHumphrey 
proposal. Except it is a little more 
generous in some of its provisions." 

What comes next? The Senate Fir 
nance Committee, with ita hopper full 
of. these proposals, will report put a 


tax-cut package to the Senate, which/ 
then will pass a tax bllL 
This will go to conference with the. 
House. . A flnq i bin r .»J congressional 
leaders hope, will be on' President 
Ford’s desk for his signature by 
March 21, at the start' tif the Easter 
recess. . V* . 


Continued from Page 1 
Nguyen Vail Thieu '.xritiy be 
Unpopular President, but Ms poslH. ; 
Is still - basically strong. His iv. / 
Communist opponents .have, failed? 
form- an effective united ftipnl aga$ 1 
him; And he has at hSiki a . 
Vietnamese. : Army thalizstaWe * 
tough and shows rip fd^ .of .fl' : 
Integrating like tte C&mbbdlari Arr, 
across the bordertothe west ' .. "*■ 
In Cambodia, pressu • . 

continued on ’ the capital*- -FlWfk 
. Penh. Reuterquoted militarysourc - .- 
Moriday as : saying the Cambod c . 
Arzzty .several battalions strong ft 


the “rocfeetbelt " northwest of tl; 


1 .mb to be under rocket fire-i 


U.S. urged to rescind aid-to-Turfcey ban 


By Reuter-' 

- WasMngtm 
William Macomber, .thfr/XUl. Am- 
bassador to Turkey, has uigeti Con- , 
grass to rescind its ban 'an eld to 
Turkey because the cutoff -posed a - 
serious threat to American security. ,• 
Mr. Macomber, testifying: at '/»■ ■ 
closed-door meeting ctf the: 


Foreign Relation: ; Committee! urge 
Jfie 'paxiei to support legislation re* 
cindlzig the c^ imposed by CoL 


. ..He^told repoitorS' after the meetifl' m 

toai v4he;v tutaff ^ had. been, counts^ 
^■o^tive and Jiad loaded to dfc 
TOorage, - rather" than encourage, 

■ Gra ek'Ttirto^s®tllem eiit cm Cypn®*- . ' 
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^.Workers may dig pit, 
never see the palace 

•he Foundation Pit, by Audrey Platonov. Trans- 
lated from the Russian by Mirra Ginsburg. New 
York: E. P. Dutton & Co, Inc. 57.50. 

By Donald Heiney ’ 

The position In literary history that Platonov 
maged for himself — a minor one, for he was a 
lumble man — was that of a chronicler of post- 
lev olutionary reconstruction. 

Instead, like a good many others — Zamy atin 
aid Pilnyak, to name only two — he became a 
dctlm oil Stalinism. In the margin of "Doubting 
£akar," one of his best-known stories, Stalin 
/rote the single word, “Scum ! ” His only son died 
a 1940 from his sufferings in a concentration 
amp. and he himself was able to publish only a 
mall fraction of his writings during his lifetime. 
Yevtushenko says of him, “There is not an 
(ducated reader in the U.S.SJR.. who does not 
qaow Platonov, and not a single professional 
niter alive in this country who would not pay 
rfbute to his mastery." Yet his fame in the Soviet 
Jnlon, even today, Is more a clandestine than an 
ifflcialone. 

In the West he Is virtually unknown: a single 
ollectlon of his stories, 1 ‘The Fierce and Beautiful 
/arid,” appeared in English in 1970. “The 
’oundation Pit" (Kotlovan) is one of two novels 
npublished at his death in 1951; the other, 
Chevengur.” has appeared only in fragments 
ven in Russia. 

Given all these facts, it is hard to separate his 
olitical fate from his merit as a writer, to 
Istinguish between our sympathy for his personal, 
offering and the purely literary qualities of his 
ark. 

lultiple purposes 

It Is clear that whatever talent Platonov had — 
ad it was a considerable talent — was lrrepa- > 
ibly marred by the climate In which he was 
■reed to write. "The Foundation Pit" tries to be 
vo things at once: a "collective novel" In which 
e hero is no longer an individual but an entire ■ 
jople working toward a common goal, and a 
ItSque, not only of the means by which the goal is ' 
■ be reached, but of the goal itself. 

Platonov himself was a dedicated Communist 
it a highly personal one; we might call his 

immunism pseudo-Christian ; the party called it 
ntunental. Under the circumstances an attempt 
write such a novel could only be partly 
ccessful. 

The starting point is something like the idea of 
e Crystal Palace in Chemyshevsky’s “What Is 
- Be Done' ’ — the idea that Dostoevsky attacked, 
ong Vines quite different from Platonov's, in 
Notes from Underground." An old and corrupt 
vilization has been razed. In its place is to be 
lilt a new and shining structure, “along scien- 
ce lines," in which a productive people will live 
ippily together In fruitful commonality. But first 
is necessary to dig a foundation, the pit of 
latonov’s title. This is hard and unpleasant work, 
id probably the workers digging the pit will 
jver see the Crystal Palace. 

sarch for meaning 

Furthermore even among them there are some 
ho are not angels: slack bureaucrats, “cripples 
imperialism." self-indulgent and impractical 
■tellectuals, "kulaks." Some work hard: Cbiklto, 
ho breaks the ground “abolishing the ancient 
itur&l order without the ability to understand 
Safronov, the most energetic of the workmen, 
In whom the idea was encircled by ttie passions 
£ living." There are many other characters; too 
may perhaps, and too indistinctly defined, for a 
lart novel. 

In the engineer Preshevsky, the man who knows 
ily "parts of dead things," whose effectiveness 
i helping with the pit is impaired by his obsession 
1th absolutes, with searching for meaning in the 
llddle of chaos, we detect an alter ego of 
latonov himself, who was an electrical engineer 
1 the heroic but confused period of the Twenties, 
'or some the pit is a shining monument, for some 
chimaera, for some a grave. 

A crucial question emerges powerfully from the 
ook: is it worthwhile to live one's whole life in the 
iud and cold, digging a pit so that others may 
rect a palace on it? 

flee of victory 

And implied by this question is a second, the 
uestion of Dostoevsky’s critique of 
hernyshevsky : is it worthwhile building a palace 
tall if we are all to live in it in identical rooms, if 
science" is to take the place of spirit, if the price 
'e pay for the victory over poverty and famine is 
ie soul of man? 

At the end Chiklin and the others are still 
'orking, "with such zeal of life as though they 
'anted to find salvation for themselves forever in 
le abyss of the foundation pit. " 

The very capable translator of this novel, Mirra 
iinsburg, says of it that It offers "a surrealist 
mdscape . — a landscape of myth or night- 

iare . . ."in which “every man be comes Every- 
man. • ■ This is an excellent summary of its merits 
nd its limitations: in spite of its undeniable 
ower it is not so much a true novel as a parable; 

■ has no characters and only a sketchy novelistic 
Jxture. What it offers us is less a picture of post- 
revolutionary Russia than an index of its author s 
wn emotions and doubts. • • 

Donald Heiney teaches in the comparative 
:te nature program at the University of Cflli/braia, 
rvine. 
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immaculate coach Cathy Rush 


First nationally televised women's collegiate game — Immaculate College beat Maryland 80 to 45. 


AP photos 


College women played their first game at Madison Square 
Garden, first on national TV, will play first at the Olympics 
next summer, and are getting more scholarship money. 

Basketball: women make a breakthrough 


What basketball star once scored 93 points in a 
single game? 

Kareem Abdul- Jabar? 

Not even warm. 

It was Denise Lang. At 5‘H”, she was a first 
magnitude basketball star — in Iowa. 

The fact that her name Is not a household word 
elsewhere — or even heard when sports fans 
gather to trade record-book trivia — says some- 
thing about the low vistbUty of women's basket- 
ball. " 

Fans are apt to foul out, too. If you test them an 
Debbie (The Pearl) Mason of Queens College, 
Carolyn Bush of Wayland Baptist, or Alfreda 
Craft of Mississippi College, three of the. best 
players In the United States. 

But women stars no longer seem destined to 
swish Jump shots In obscurity. A new wave of 
interest among women lit sports once monopolized 


By Ross Atkin 

Sports writer of The Christian Science Monitor 

by men Is gathering strength. And It Is not likely to 
subside.' 

Two developments are helping to build momen- 
tum: 

• The U.S. Congress has passed legislation 
which would withhold funds from state-supported 
Institutions in - which women are not treated 
impartially in all fields. Including sports. 

• And men inside and outside athletics increas- 

ingly are accepting women athletes and recogniz- 
ing their abilities. - ' 

These two factors, combined with a change of 
rules in women’s basketball that makes the 
women’s game almost identical to the men’s, 
could make basketball a tremendously popular 
women’s sport. 

The new congressional legislation means that 
schools probably will provide more 'athletic 
scholarships for women. Not many have in the ‘ 


News analysis 


past. UCLA is an exception, with 9 of 11 women 
players receiving some scholarship help. The 
- team's star is 5'9" Ann Meyers, sister of Bruin 
forward Dave Meyers. An excellent player, Miss 
Meyers is on a full scholarship. 

Ironically, though, the school which has at- 
tracted the most national attention to women’s 
basketball Is not a giant like UCLA, but Immacu- 
lata, a tiny Raman Catholic women's college (525 
students) — with a tiny basketball budget (59,940). 

The Mighty Macs, based near Philadelphia, won 
the first AIAW (Association for Intercollegiate 
Athletics for Women) tournament in 1972, then 
repeated the following two years. Before their 
first title bid the players had to mount a house-to- 
house sales project to raise travel expenses, then 
fly standby to the finals. 

* Continued on next page 








The Rock, seen from the Spanish shore across the bay at Algeciras 


Alan Band photo 


Gibraltar stands firm— and pro-British 

Despite the annoyance of neighboring Spain, tiny colony likes its status 


ByTakashfOka 

Staff correspondent of The Oiristian Science Monitor 


London 

Britain’s only possession on the 
Continent of Europe has been an 
Island In all but geography for 
nearly six years. . 

The Union ■ Jack still waves 
proudly over the Rock of Gibraltar, 
as ft has for 262 years. Gibraltar's 
harbor still fills up periodically with 
Royal Navy ships, as it did last 
month after an Atlantic alliance 
exercise. Some military observers 
think the Rock's importance to fhe 
alliance has been heightened by the 
promised reopening of the Suez 
Canal and troubles in the eastern 
Mediterranean, including the Greek- 
Turkish dispute over Cyprus. 

But Gibraltar’s land link. with 
Spain has remained completely 
closed since June, 1969, and the 
29,000 loyal British subjects in- 
habiting the 2 %-square-mile penin- 
sula depend on sea or air. for 
communication and transport to and 
from the,outside world. 

Gen. Francisco Franco Insists that 
Gibraltar Is Spanish, by virtue both 
of history and of population, though 


his government says it is prepared 
to recognize dual nationality and 
respect certain local juridical In- 
stitutions. Ever since the Treaty of 
Utrecht in 1713, which confirmed 
Britain In possession of the fortress 
an Anglo-Dutch force captured nine 
years earlier, Spain periodically has 
sought to regain Gibraltar, some- 
times through negotiations, some- 
times by war. . ■ ■ 

Most Gibraltarians are, in fact, of 
Spanish descent, although the co- 
lony's inhabitants come from all 
over the Mediterranean — Genoa, 
Malta, North Africa, the Levant 
Their loyalty is overwhelmingly to 
Britain. - - 

A referendum held in 1967 yielded 
only 44 votes against continuing 
links with Britain and 12,182 in 
favor. In fact, the main political 
dispute in the colony is not over 
independence but over how much 
closer links with Britain should be. 

Sir Joshua Hassan, Chief Minister 
and the colony’s senior politician, 
.wants present arrangements to con- 
tinue, under which the Governor, is 


responsible for defense and security, 
while on most internal matters the' 
Gibraltarians rule themselves. 

The opposition party, headed by 
Maurice Xiberras, calls itself the 
Integration with Britain Party. At 
one time it wanted representation 
for Gibraltar in the British Parlia- 
ment, but today Its main plea is for 
equal pay "between Britons and local 
citizens employed in the dockyard 
and other nfflrial estab lishment s. 

Sixty percent of Gibraltar’s 218- 
million annual income is derived 
from work for the defense establish- 
ment — mainly the dockyard, which 
can refit two frigates and a mine- 
sweeper each year, and which 
employs 1,300 workers. Hie Rock is. 
indubitably useful, though not essen- 
tial, to NATO; In wartime it could 
bottle up .the whole Mediterranean. 

•But the Spanish blockade has cut 
deep into the colony's tourist and 
free part activities. Three-quarters 
of a million people visited Gibraltar 
each year before the blockade; 
today the visitors average 140,000 a 
year. The airport, which juts out into 


the sea near the border with Spain, 
has a runway only 2,000 yards long, 
and must be enlarged before wide- 
bodied jets bringing masses of tour- 
ists from Britain can land. The 
colony's future depends on Its at- 
tractiveness as a tax haven for 
British investors. 

Recently the Gibraltarians were 
amused by the belligerent stand 
Spain took to keep Its flag flying over 
Ceuta and Mellila, Spanish enclaves 
across the straits In Morocco. Do not 
the inhabitants of the rock have as 
much right to remain British as the 
Ceutans have to remain Spanish? 
they ask. 

In any case, as long as the Spanish 
people's major preoccupation is do- 
mestic, as it seems to be in these 
.waning days of General Franco's 
rule, the Gibraltarians think they 
need not fear that their neighbor’s 
economic blockade will turn into the 
kind of four-year military and naval 
siege they had to endure during the 
American Revolution (whan Spain 

allied Itself with France, against the 

British). 
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Basketball: female breakthrough 


Continued from previous page 

But by this year things had 
changed. More than 11,000 spectators 
paid to see Irrunaculata face Queens 
College in the first women’s basket- 
ball game played In New York's 
Madison Square Garden. And earlier 
in the season the Macs and Maryland 
met in a nationally televised game, 
another first. 

With the heightening visibility of 
women's teams has come growing 
respect. Kenny Washington, for one. 
coach of the women's basketball team 
at UCLA, has a new perspective on 
the female athlete: 

"The main thing I have learned," 
he says, "is that these are just 
basketball players — no more or no 
less — who happen to be female. 
Believe me, they’ve worked as hard 
as any men's teams I've ever seen." 

Definite growth signs 

Women's basketball definitely is 
growing. During 1973-74, the AIAW 
had 497 member institutions offering 
basketball. Now 601 schools (97 per- 
cent of the membership) make bas- 
ketball ALAW's No. 1 sport. At the 
high-school level. 200,000 girls took 
part in programs in 1973, with every 
sign pointing to an Increase in 1974-75. 

Women's basketball long has been 
popular in Arkansas, Tennessee, Ok- 
lahoma. and — most of all — Iowa. 
The annual state tournament there, a 
five-day affair held in Des Moines, set 
an attendance record last year with 
86,000 spectators. The most famous 
woman to play In Iowa Is Denise 
Long. Her hometown, Whitten, has 
named a park after her. 

Athletics for women are starting to 
bloom at institutions around the U.S. 
The University of Southern California 
increased its women’s athletics bud- 
get by $89,000 in the last year. Similar 
funding windfalls have occurred at 
many other universities, prodded by 
the prospect of the new federal legis- 
lation. 

There are women’s teams- at such 
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Bill Todd photo 

Battling for a rebound 

Action during Brown-Radcliffe game 


academic strongholds as Radcliffe. 
Brown, and the University of Chicago. 
Massachusetts -Institute of Tech- 
nology (MIT) hosted these schools in 
a two-day tournament earlier this 
year. Several hundred spectators 
showed up for each session of the 
tournament which likely will become 
an annual event. As at many women's 
games, a good number of men came 
to watch. 

"The guys seem to enjoy the fact 
that the women are playing halfway 
decent basketball,” said Marguerite 
Kelly, a Chicago forward. 

Several events scheduled 

But all the men don't necessarily 
treat the women seriously. For ex- 
ample, take an incident which oc- 
curred at the University of Cincinnati 
this season: The women’s team was 
leading by three points in its opener, 
being played as a preliminary to the 
men's Cincinnati-Southern Methodist 
University game. With 4:50 to go, the 
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HELP WANTED 


LIVE-IN COUPLE WANTED 

General housekeeping, cook, yard 
work and driving. Reference* req. Sal- 
arranged. P.O. Box 196, Cam- 


EARN WHILE YOU LEARN NURSING 
Age is no factor and your earnings 
completely pay for tuition and living ex- 
penses while training, leaving about 
9100.00 per month for pereonaT spend- 
ing and taxes. The Tar acre School of 
Christian Science Nursing la one of 
three accredited by the Dept of Care 
of The Mother Church. For Information 
on nurses training or other employ- 
ment opportunities at Te nacre write or 
call TENACRE (609) 921-8900. P.O. 
Box 632, Princeton. NJ 08540. 

COMPANION FOR WOMAN IN GOOD 

health. Private room, comfortable 
house, western Conn. Require ex- 
perience driver’s Ucenae. WllHngness 
to cook, refs. Incl. tel. number. Box T- 
2. 588 5th Ave., N.Y.C. NY 10036. 

HOUSEKEEPER FOR APT. COM- 
pfax. Congenial atmosphere. Ex- 
perience necessary. Refs. Good sal. + 
benefits. Pasadena area. Box 11 . S320, 
3600 WHshlre Blvd.. Los Angeles, CA 
90010. 

CHRISTIAN SCIENCE NURSES— IM- 
mediate openings tor trained Practical 
Nurses and/or nurse on-the-job train- 
ees. AccredKed by The Department of 
Care of The Mother Church Sanato- 
rium. Call coKect or write Mrs. A. D. 
Boynton, CLIFTON HOUSE, 301 Clifton 
Ave.. Minneapolis, MN 55403. (612) 
338-4706. 

ARCHITECT 

New architectural /design firm being 
organized In Miami. Principals wish to 
hire an architect with national and/or 
Florida certification. Salary com- 
mensurate with experience. Send re- 
sume to Mr. Allen Charles. 7875 S.W. 
141 Terrace, Miami, FL 33158. 

JOBS AND JOY IN THE SAN 
Francisco Bay area. All office skills 
needed. Men and women. No fee. 
CERTIFIED TEMPORARY PERSON- 
NEL, San Francisco, 625 Market SL 
Also in Millbrae, Palo Alto, and San 
Jose, Calif. 

GENERAL OFFICE WORK. HEAVY 
on bookkeeping. Accurate typist for 
Residence Club. Hrs. 9-5. Starting sa- 
lary 9450. Prefer exp., mature person. 
Write: c/o Mrs. Dolores Gibson. 2427 
Somerset Ave., Castro Valley. CA 
94541. 

TACOMA, WASH. UVE-IN COM- 
panlon for eJderiy lady needing same 
care. Own house.- 2 bedrooms. Prepare 
meals. Light housekeeping. Relief ar- 
ranged. Call (2061 759-3770. 

MATURE WOMAN COMPANION 

for elderly lady. Live-in, Brookline. No 
housework. Ref. req. Sand details to 
Bow J-25. One Norway St., Boston, MA 
02115. 

AIDE TO ASSIST GENTLEMAN 

Lhre-Jn own room wHh television. Light 
housekeeping. References required. 
(617) 469-0333. (Mass.) 

WIDOW WANTS SOMEONE 

to share home, with ability to drive.' 
Chicago area, 251-0487 (III.) ' 

EXCHANGE OF SERVICES : 

WIDOWER, 80 NEEDS SOMEONE 1 

In hi$ home, win furnish board & rm. j 

Inc. priv. lavatory & TV to neat 'careful | 
dependable person who 1 would do a| 
limited amount of cooking/lL chores in : 
exchange. P.O. Box 10, Hudson, MA 
01749. 

SHARE HOME ON BEACH NEAR ' 
Ocean City. Md. with father & 2 chil- 
dren. no rent, j n exchange for chta- 
care. i child acceptable. Small salary. 
Call (301 ) 372-8881 before 10:30 a.m. 

gjpild»)t:*r«*l:^'!WTr5rWS^ 


r a 

Beginning August, 1975 

Assistant Football 
and Head Basketball 
Coach 

Great opportunity for ex- 
perienced college men's 
coach who sees sports as de- 
veloping not only skills but 
character. Write: 

JAMES B. CRAFTON 
Director of Athletics 
Principle Cottage 
Elsah, Illinois 62028 


SITUATIONS WANTED 

ATTORNEY RETIRING AFTER 12 
yrs., practice of law and 23 yre. manu- 
facturing executive,, seeks part-time 
position with lew firm or financial in- 
stitution. Trusts, Estates, Pensions. Ivy 
schools. LI., N.Y. resident. Salary sec- 
ondary. Box B-3, 588 5th Ave., N.Y.C.. 
NY 10038. 

MUSICIANS WANTED 

NEW MOLLER PIPE ORGAN AWAITS 
talented musician on a regular basis at 
First Church of Christ, Scientist. Bar- 
rington, Illinois. For an audition, call 
(312) 381-3476 or (312) 381-0406. 

AUDITION FOR REGULAR AND 
substitute organist and soloist being 
held Mar. 22. Write Tenth Church of 
Christ, Scientist, 233 So. 156th. 
Seattle, WA 98148. 

ORGANIST: WRITE - 6TH CHURCH 
of Christ, Scientist. 1002 N. Garfield 
Drive. Indiana poSa, Indiana 46203. or 
caH Mrs. AHdre (317) 783-1449. 

AUDITIONS FOR PERM. ORGANIST 

First Church of Christ, Scientist. Wyan- 
dotte, Michigan. For audition, call 
dark, Mrs. Johnson (313) 676-3678. 

ORGANIST NEEDED 

Immediately. First Church of Christ. 
Scientist. West AlBs, Wte. Call 543- 
3431 or write 1610 So. 81 St 

BUSINESS OPPORTUNITIES 

Opportunities from A to Z 

GBS has franchise opportunities 
in Ashtabula (Ohio) and Zap 
(North Dakota)-and in ail states. 
Looking-for security, the freedom 
of being your own boss? Write for 
booklet on business counseling. 

CBEM. HOTQS SaMCB. ME. 

MR Mxaeffn Smte, DepL C-HM 
«**<*» K 29014 

BE A SUCCESSFUL WRITER MAKE 
910,000 a yr. & more. Sure-fire system 
to get articles published In nat'l maga- 
zines. Send tor Information. Hartley, 
Dept 2, 5020 Winding Way, Sacra- 
mento, CA 95841. 

MAIL ORDER IMPORT/EXPORT 
Home Business. Spare/ full time. Big 
profits. World famous Importer guides 
you. For FREE BOOK write MeHinger, 
Dept A133B. 6100 Variel. Woodland 
Hills. CA 91364. 

EARTHWORMS! YOU RAISE/WE BUY. 

Free information: A & s EARTH- 
WORMS. INC., 18536 Saratoga Rd.. 
Loa^ Gatos. Calif. Phone: (408) 354^ 

CALIFORNIA 

LA JOLLA. INCOMPARABLE in- 
vestment potential. Estate sattiemenL 
3 old houses. Steps to sea and village. 
17.000 fiq. ft. Zoned R3. 9275.000. 
Bray 6 Associates. (714) 459-2681 or 
454-0815. (Cam.) 

AUBURN, CAUF. - is' ACRES 
about 5 mi. from dntown Auburn In 
foothais above SMOG. Many trees, 
elec, power, water & fenced. Beautiful 
view for Mobile Home or perm. home. 
Cash price 930.000 or assume 1 st 
deed at 7% with low D/P, Call Al Gen- 
nette, (916) 483-0392 or Joe French 
Realty, (916) 488-8800. 5023 El Cam- 
ino Ave., Carmichael, CA 95608. 

LAGUNA BEACH VICTORIA DR. 
ocean side. Fabulous white water 
vfows. 3 bdrm.. 3 ba.. family room. 
Steps to beach. BoHngers, owrter- 
tgejrrte. (714) 497-1781. 494-8266 

JAN LUTZ, REALTOR 

Residential Sales & Appraisals 760 
Market St, Rm, 315, San Francisco. 
CaH. (41 5) 986-1226 or 924-4571 . 

1 ,JiI_-ki JAi -I 1 . 1 M M S 

CORONA DEL MAR, CAUFTBLUFFS 
area. Would like to purchase 3 or 4 
bdrm. home from owner In above 
areas. CaH catted (303) 237-9877 or 
(714) 726-6100. 




SOUTH ATLANTIC 


SARASOTA, FLA. M BEAUTIFUL 
Guff Gate Tree screened prlv. lot with 
lovely view from outdoor patio or Inside 
Lanai; 2 bdrms., 2 baths, sap. dining 
mi., garage; well insulated central 
haat/alr, low maintenance, near shop- 
ping. beach, church, walk to golf 
course. 539,500. Owner (013) 922- 
3798; 6754 Half Moon, Sarasota. FL 
33581. 


BLOWING ROCK, N.C.-CROWN OF 
Blue Ridge. Acreage, Commercial, 
Homes, Condos. Tetecamp Real Es- 
tate. Blowing Rock (704) 295-7602 or 
Miami (305) 666-0440. Helen King Tefe- 
camp. Realtor. • 


CLEARWATER, FLA. -IV. BL TO 
Bay. Easy walk to Golf Courses. 3 
bdrm. 2K ba. Low 70's. Phone: (613) 
564-3631. T- C- Meyer Broker Owne r. 


NEW ENGLAND 


HIRAM, MAINE. MINI-FARM ACRE* 
Nr. foothilta of White Mts. Farmhse. 
completely re mod. A mod. 220 Hn, 
F.H.W., baaebd. ht. 3 bda., Ig. kit. Ig. 
Hvrm. w/ Franklin 1/p. 2-car gar. A 
wortep.. chicken ha*., pole bam, Ig. 
cellar, much more. Owner 942^00. 
(207) 625-4980 or write RFC Box 140, 
W. Bladwln, ME 04091. 


NEW HAMPSHIRE LAND 
Large homesitea. Some water front, 
some with mountain view. AD w/ right 
to private sandy beach, w/beau. view 
of Mt. Chocorua. 2 mBes to ski ML 
Whittier. From 53.495. Financing avail. 
Call owner anytime (617) 477-0203 or 


(617) 331-2606. (mass.) 


CARLISLE, MASS. 4 ACRES. LOVELY 
priv., spacious 88' mod. Ranch, family, 
rm., 900 sq. ft. work/play rm., F/P., 3 
bedrm., children 'a ski slope, brook, 
easy commut. to Bos., etc. 580.000, 
owners. (617) 861-0203. 


NEW ENGLAND 


NEWBURYPORT. - 1804 BRICK 
Federalist Townhouse on historic High 
Street 7 rooms. 2Vi baths, original fea- 
tures maintained. 547,900. Please call 
owner. (617) 462-7977. (Mesa.) 


SOUTHWEST 


SCOTTSDALE ARIZONA 

Mediterranean style 1 -story villa on golf 
course. 2 bedrms.. 2 baths. 2 patios. 2 
car garage. Spectacular vie*. Low 
condominium upkeep. Private - club- 
house with 2 pools. By owner. 555,500. 
Tel. (B0a 948-4163. 


MIDDLE ATLANTIC 


COPAKE, N.Y. (TOCONIC SHORES) 
Exdt aU-etac., year round, -w a t e r fr ont. 
3 bdrms.. dng/klt. tvgrm. w/fpta., 
bath, garage. 2 porches. Fully furrid., 
priv. dock meld, boat w /motor A sail 
boat PATE MAN ASSOCIATES, Co- 
pake. N.Y. (518) 329-4251/(518) 329- 
1414. 


R ENT A LS 


APARTMENTS TO LET 


ADVANCE 

To Park place, i bedroom apts 
w/pool. garden, verandas 5165/mo. 
152 Rosa Ave., Santa Rosa, Calif, 
(707) 528-3588. 


ROOMS WANTED 


WANTED: ROOM WITH MEALS 

for elderly, gentle woman. Metro New 
York area (212) 666-5896. Box M-2 
588 5th Ave., N.Y.C.. NY 10036. 


OFFICES TO SHARE 


PRACTITIONERS OFFICE 

to share. Near Wffahirs A La Brea. See 
Manager, 6410 WilshEre Btvd., Los 
Angelas, Cafil. or can WE 6-8686. 


PUBLIC NOTICE 


COMMONWEALTH OF MASSACHUSETTS 
DEPARTMENT OF PUBLIC WORKS 
PROPOSALS 

Sealed proposals tor the following project w*l be received at Room 427, 100 Nashua 
street. Boston Massachusetts 02114 until me dotes end times stated Mow and at that pane 
and time pufafidy opened and reed: 

MONDAY MARCH 24, 1875 Ml fcOO AJI. P.V. PAS 

districts Z, 4, 6 * tr. Mowing Grows Along Sta» Hwya. Q.2£ 


(two (2) Year Corn.) 

TUESDAY, MARCH 25, 1975 at 200 P.M. 

NORTON: Guard Rail Restoration on Rtes 140 & 123 
OXFORD: Traffic Stonal Conatr on 
Rte. 12 al Oto Worcester Rd- 
MONDAY, MARCH 31. 1075 Bt 1Q9D0 AM. 

Districts 1 ttmi 8: Roadside Spraying 
& Fertilization Along Sections o« 

Various State Hwys. (8 Sap. Com) 

DISTRICTS 2, 3, 6, B: Sign Washing In 
Various Locations 

TUESDAY, APRIL 1. 1975 et 240 P.M. 

DUXBURY: Safety Improvements on 
Rte. 3A at Garden A Chestnut Streets 
FRANKLIN to MILFORD: PAP s* 1-496-5(039)21 
Fencing Along Rte. 1-495 
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women were abruptly shoo-ed off the 
£ourt. The reason? The men had to 
warm up. 

Despite such Incidents the women 
are moving ahead toward several 
events: 

First there is the AIAW tournament 
at Madison. College in Harrisonburg. 
Va., March 19-22. 

Then next fall -a women’s profes- 
sional league hopes to get off the 
ground. Orwell Moore of Caraway, 
Ark., is the man trying to hatch this 
dream. For the past 27 years Mr. 
Moore has owned the All American 
Red Heads, a touring women's profes- 
sional basketball team. Six years ago 
he tried to get a league going, but 
without success. Now he is convinced 
the time is right. 

Prospective owners of franchises, 
which cost $25,000, already have sur- 
faced in Mississippi, Tennessee, Ar- 
kansas. and the St. Louis area. 

The greatest need of such a league 
obviously will be players. For Uds 
reason, when the AIAW tournament 
gets underway scouts likely will be 
ready with paper, pencil, and maybe 
even a sales pitch. 

A pro league might actually stand a 
better chance in 1976. Womens bas- 
ketball becomes an Olympic sport for 
the first time next summer in Mon- 
treal. American players long have 
waited to display their talents and 
probably won't want to give up their 
amateur status until after the Games. 


Quote... 

Rose knocks pitchers 

Outfielder Pete Rose of the Cincin- 
nati Reds on pitchers: "I don't think 
enough of 'em are good athletes. They 
can't hit, can't field, can't bunt, can’t 
run. I wouldn’t want a job where I 
played only once every fifth game." 


chess 


By Frederick R. Chevalier 

Proffered tor TR* Christian Science Monitor 


a 

iSw** 


Problem No. 6677 

B» V. L Kmenefcl and 9. A. Stepanov 


Problem No. 6678 

By J. M. Rk» 


End-Game No. 2193 



Whin 8 Pieces 

- White to ptay and male In two 
(Second prize, British Chess Federation 
Tourney No. 134.) 


WNto 12 Plecei 

White to play and mate in two 
(Second prize, B. C. F. Tourney No. 135.) 


Write 

Black to play and win 
(Johansson-Ekenberg. Sweden. 1974 .) 


13 Nk« 


Solutions to Problems 

No. 6675. 0-07 

No. 6676. 1 B-K17, BPxP; 2Kt-K7 
It 1 . . . PxKt; 2 Q-K6ch ’ 

HI... P-K4; 2 Q-Kt6ch 
HI... P-K8; 2 QxBPch 

End-Game No. 2192. Black wins: 1 . . . P- 
Q5; 2 PxP, PxP; 3 BxP, BxB; 4 RxB. RxR; 5 
KIxR, QxKt; 6 PxQ. Kt-B7ch: 7 K-Kt KtxP 
mate. 


Larsen, an aggressor 

Bent Larsen, one of the most aggressive 
western grandmasters, finished third tn last 
year's Manila tournament Two Soviet grand- 
masters, Evgeny Vasiukov and Tigran Petrof- 
san took first and second respectively. 

Here Larsen's opponent Is a Yugoslav 
grandmaster. 


Sicilian Defense 


1 ereen 

White 

°*SSS 

Locmo 

WMe 


1 P-K4 

P-QB4 

17 B-Kt2 

Kt-K5 

2 Kt-KB3 

Kt-QB3. 

18 Q-K2 

Q-82 

3 P-Q4 

PxP 

19 K-Kt 

B-K2 

4 KtxP 

Kt-B3 

20 KR-B 

0-0 

5 Kt-QB3 

P-03 

21 R-B3 

P-QR4 

6 B-KKt5 

P-K3 

22 R-Kt 

P-R5 

7 Q-Q2 

P-QR3 

23 R-R3 

P-R6 

8 0-0-0 

P-R3 

24 BxKt 

PxP 

9 B-K3 

B-Q2 

25 B-R7ch 

KxB 

10 P-B3 

P-OK14 

26 Q-Q3ch 

K-R 

11 P-KKJ4 

P-KtS 

27 P-B5 

Q-B5 

12 KtxKt 

BxKt 

28 QxO 

PxQ 

13 Kt-K2 

P-Q4 

29 P-B6 

PxP 

14 Kt-Q4 

B-Kt2 

30 BxP 

KR-K 

15 P-K5 
IB P-KB4 

Kt-02 

Kt-B4 

31 Kt-B5 

Resigns 


a chess column for the Los Angeles Timet 
and acting as a tournament director He wn> 
direct the Statham Masters-Plus next month 
The game below, from International Cham, 
pionsfiip Chess, was considered ol sufficlam 
interest to be reprinted as part of the hrstotv 
of FIDE events. It was played in the iwS 
OtympakJ in The Hague. 


Caro-Kann Defense 


Game from yesteryear 

Irving Kashdan, who left New York for Lea 
Angeles years ago, was once one of the few 
young masters aiming to take Frank Mar- 
shall's place as the U.S. champion. Today 
Kashdan limits his chess activities to writing 


1 P-KA 

2 P-Q4 

3 KK3B3 

4 KtxP 

5 Kt-Kt3 

6 KI-B3 

7 B-03 

a 0-0 

9 Q-K2 

10 Kt-Kt5 

11 KI/3-K4 

12 P-KB4 

13 KtxB 

14 BxB 


Taube 

Black 

P-QB3 

P-Q4 

PxP 

B-B4 

B-Kt3 

Kt-02 

P-K3 

B-Q3 

Kt-K2 

Kt-B3 

Kt/2-Q4 

0-0 

OxKt 

RPxB 


15 B-Q2 

16 QR-0 

17 P-B4 
IB B-B3 

19 0-K3 

20 0-R3 

21 P-BS 

22 P-05 

23 K-R 

24 P-KKI4 

25 PxKt/RS 

26 OxP 

27 BxP 


Tart* 

Ha* 

Qfl-Q 

0-B2 

Kt-K2 

R-Q2 

Q-KG 

Kt-B4 

0-K|4 

OxBPch 

Kt-R4 
RkP 
PxP 
Kt-R3 
Kxfi 


28 R-KKt Resigns 



1,300 

5,000 


Contactor. Intern®™ to bid an eny prefect must fret obtain Form R-1D9 "Request for 
(for Determination of Contractors Pre-Qualification), from the Contract £n- 
Room 525D el Itie above address. which form must be conn f ilatBd and submitted to 
Contract Engineer for approval. Upon approval and payment of the required amount at 


l*e order of the Massachusetts Department of Public Works, which pay- 
d in a cc ord ance wfth the terms In the “Notice to Contractors" contained 
book. Plans and contract documents will be on display at the Boston Office 
arete a project is locoed. 

The Department in accordance with Title VI of the CNfl Rights Act of 1964. 78 StoL 252, 42 


RENTALS 


CONDOMINIUMS TO LET 


PALM SPRINGS, CAUF. 2 BUR MS-, 
den, Ig. ffvlng-dlning rm., elec, garage 
dr. opener, W/D, comp. fum. a/c all 
utBs, pd. Next to Gene Autry Hotel on 
E. Palm Canyon Dr. 9800/ mo. on 6 
mo. lease, last on longer lease. (714) 
547-2736. Avail now. 


VACATION 

ACCOMMODATIONS 


HOLIDAY ACCOMMODATIONS 


WANTED TO RENT 


CABIN OR SMALL COTTAGE 

wanted by couple. Near or on Maine 
Coast. Machtaa to Penobscot, Write 
Box J-23, One Norway St, Boston, MA 
02115. 


HOMES TO SHARE 


Boston, MA 02115. 


KINO, ELDERLY LADY Wt 
suitable companion for sharing i 
tfful home In Pebble Beach, Calf. 


6136. 


NICE HOME 


(916)481-1140. 


SUMMER RENTALS WANTED 


LanlkaJ for 
6949. 136£ 
CA 91401. 


OFFICES TO LET 


PRACTITIONER’S OFFICE AYAIt 
able Mondays. 6-T30, Saturday all da) 
Grand Central location. BeautifuJI 
fumd. Reasonable. Box O-l, 588 5t 
Ave.. NYC. NY 10036. 


SUMMER RENTALS 


ME 04578. 


SAN DIEGO. PRIVATE 


(714) 565-1477 (Calif.) 


ROOMS AND BOARD 


SENIOR CITIZENS 


services. THE CONTINENTAL, 127 Ellis 
SL. SF (near HaHidta Plaza), (415) 988- 
3772. THE VICTORIAN, 54 4th SL, SF 
(at Market) - (415) 986-4400. (Cefff.) 


HOUSES TO LET 


TYLER, TEX^—HOME FOR YOUR 
family. Completely redecorated 2 story 
brick. 4 bdrm., Itt ba., paneled .form, 
and dnrm. Stained glass windows. Ref- 
erences (214) 592-0354. $T 60 deposit. 
(Texas). j 


COMMONWEALTH Of MASSACHUSETTS : 

DEPARTMENT OF PUBLIC WORKS 
NOTICE TO BUILDING CONTRACTORS 

sealed repairs and mprovewnts to plumbing, heating and ventilating. 

NO PLUMBNG SYSTEMS at the Department a! Pubfc Works Maintenance Site an Route 
ZB Hid Route a in Am Tram of WMh u ri e y wffl be received at Room 427, 100 Nashua Street 

i dales and limes publdy opened and read: 

UB-B1DS: TUESDAY. MARCH 25. 1 975 at 1200 NOON 

General Bide and Red Sub-Bids must be on officially numbered forms prepared by the De- 
artment. obtainable upon request (without charge) at Room 427. 100 Nashua Sheet Beer 

«a ' 

Plans and roedflcstfcxM may ba examined at the Boston Office and the District Office te 


Every General Bid end every Sub-Bid far a sub-trade designated under Item 2 erf thepen- 


i and stul be In the amount stated below: 


Section 18 

Section is 

Section 20 


Plumbing— 

Heating and Ventilating.. 
Bectricol. 


- — ™*83«; 

$ 700. 

*2800. 

84900.' 


BWs stafl be prepared, considered, and the oontraot awarded In aceentenoa with statute* 


An award wH not be made to a Cont ra ctor who Is not property equipped to undertake and 
'ta the work. Proposals which do not Include e property c o rapieted "Afndewt" per- 
to Non-CoBuaion etc.. w* be declared informal. Right reserved to waive any (nformol- 
f and to refect any or all propos als In a cc ord a nce with the provkiona of m 149 as 
ittoMed. 

Dump-truck rates have been eatoMMied Minimum wage raise for this prefect have aWO 
sen established and ihe hnfftemeMMidfl of theae ntee Is eubfect to the Federal Rutee and ' 
eguMHens If any, tat street m ofti* date. 

Iereti.11. 1975 By: JOHN J. CARROLL. Conunlsaloner of Public Worka * 


VACATION 

ACCOMMODATIONS 


HOLIDAY ACCOMMODATIONS 


MONTEGO BAY' 

Vacation at Hoflday House- Unique and 
luxurious privacy.- Studfo Apartments 
on the Caribbean. 15 daya-X4 nights 
package. $308 per person E.P. to Aprfl 
15th; double oceupanor. $175 per per- 
son EP. after April 15th. Also family 
rates. Maid service, water sports, ten- 
nis, golf nearby. P.O. Box -258, Mon- 
tego Bay, Jamaica. WJ. CabkK HOLI- 
DAY (Montego Bay); Phone: (809) 952- 


' BEAUTIFUL KAUAI 
Weekfy/monlhfy vacation homes on 
The Garden , late. . For brochures write: 

Bonnie C- Dun ford. Realtor. P.O. Box 
608. Kotoe. Kauai, Hawaii 96756. 
Phone (608)742-0615. 


SEA SHEL MOTEL 

Naples, Florida — Downtown-— AAA 
Tropical landscaping, heated pool. AV 
rooms: ' Telephone, air . conditioned, 
electric heat Color Cable TV. No effi- 
ciencies. Restaurants nearby. 82 Ta- 
miamt Trail So.~ Zip 33940. : , 


ON BEACH ST. MAARTEN NWI 
3 bedroom house on 3 acres on beau- 
tiful beach, aveflabla March 23 to Aprfl 
12. $80 day, Sttt (914) 723-8052 fN.Y.1 


THOMPSON HOUSE COTTAGES - 
Pemaquid area. New modem house- 
keeping cottages on the ocean. Elec, 
heat fiektstone F/p’s. Privacy. 2 
bedrm. Open May T to Nov. i. New 
Harbor. ME 04554. 


VICTORIA, B.CL, CANADA. WORLD 
famous Okie England Inn welcomes 
families, honeymoonere. to our Eng. 
VBtega in 5 acres. Gift shop. Eng. food, 
Rooms with antique Canopy beds. 
Open all year. 382-8311. 429 Lam peon 
St. 


ALPHABETICAL 

LISTING 


WANTED TO BUY 


NEEDED; SENTOIELS-1937 (VOL. 39) 
& earlier. Journals — 1822 (VoL 40) 8. 
earlier; separate & bound to complete 
our Bound volumes. Give condition & 
price. Write Christian Science Reading 
Room, 12 N. Bothwafl. Palatine, IL 
80067 or cefl (312) 392-1756 (HI.) 


ORIENTAL RUGS WANTED— USED 


Courteous European will buy your used 
rugs 6 win 

cash. For example 9x12 Ssrouk 9700. 


Persian & Oriental 


W 


HAWAII, HIDEAWAY COTTAGE ON 
tropical Kaflua Beach. Fum. In wicker 
and rattan. Car and many other am- 
enities. 935.00 per day. "Ehukal Cot- 
tage" 210 B South Kalahao. Kailua. HI 
36734. 

j ALPHABETICAL, 
j LISTING 


PORTRAITS IN OIL FROM PHOTO, 
on linen canvas. Contact Joynefl Ditto. 
14644 Rialto Drive, Apt 210, 
Chesterfield. MO 63017. 

. ARTS AND CRAFTS 

NORTH COUNTRY GLYCERINE 
soap, Woodcarvtngs, wholesale-retail, 
catalog 50*. Country Woodcraft, Rte. 
2, Box 233. C8M, Old Lyndaie, Min- 
nesota 55359. 

BEAUTY SERVICES 

LILY BONE 

Beauty-shop — Heir Conditioning. 1 
welcome evening appointments. 132 
Liberty St, Petaluma, CaJH. 762-4848. 

CLEANING SERVICES 

REDWOOD CLEANERS 

we specialize in Double Knits. 211 
Western Ave. 782-7662 and 609 E. 
WaaWnoton 763-4444 Petaluma. CaH. 

HOUSECLEANING ANYWHERE IN 

San Frandsco — weekly or semi- 
monthly. Can Al: (415) 421-5181, Room 
606. 2Q veers experience. References. 

COINS AND STAMPS 

100 STAMPS AND APPROVALS 

91.00. Send 91.00 to FIVE STAR 
STAMP. P.O. Box 854, Klamath Falks, 
Oregon 97601. 

FOR SALE— MISCELLANEOUS- 


! 1 J.l 1 *'r 




i* ^ a ■ a v. 1 ! ^7TTVBl9 

ELECTRIC POWER FOR HEATING 
Bgbting, etc. from windmills up to 
20,000 watte. Complete plans 910.00. 
Plans for air and water solar- heating 
SS.oa DanRan. Box D, Reno. Nevada 
89506. 

a— iir" 1 ! 1 Tmzmmmi 

VISITING NURSE SERVICE ASSOC IA- 
tfcm tor Christian Scientists, Inc., of 

San Francisco. Available 24 hours, 7' 
days. P.O. Box 1727. :San Francisco, 
CA 941 01 .-Telephone 992-6870. 

PAINTINGS FOR SALE - 

ORIGINAL OO. AND WATER COLOR 
paintings by Albert Goodwin, G. Ckark- 
son 'Stanfield.- wutiain RusseB Flint, al 
bat Munning8,-;Freneia Wheatley. Jbhn 
Massey Wright s other leading English 
artists now on exhibition at The English 
Gaiety, Z12 Newbury SL, Boston 
Mass. For. Hitormation write or call 1 
(617) 536-6368^ GaHery hra. Mon-SaL 
10^0-530 A Sun. 1-5. 

' ! * STI f7 m'MMMMawi 1 



KING GEORGE - HOTEL— SAN FRAN- - 
dsep. CtoSe -A" BWg. 334 Mason. 

Near theaters & restaurants. Clean, 
comfortable. Refrigerator, Security 
Guard 24 -Hours. Moderate rates. 
Day/wkVmo. (415) 781^6050. 


9x12 Kashsn SI. 500. 9x12 Kerman- 
shah 51,500, 6x4 Antique Sltic 93.000, 
9x12 Antique SHk 59,500. Also any 
other sizes you may have. Please call 
collect day or night (213) 874-2842 or 
write John Martin. 8168 Melrose Ave 
.os Angeles. CA 90046. 


WANTED TO BUY 


NEEDED FOR READING ROOM: 
Journal* — Jan.. May-Oct 1821. Senti- 
nels - VoL 3-5, 7. 9-12. 14-24 bound 
or any weeks. FOR SALE - Bound 
Journals VoL 8, 24, 48. L. Watson. 173 
First St. Crystal Lake. iL 60014. 


BRITISH ISLES- AFRICA 
CONTINENTAL EUROPE 


CARPETS 


DAVID MURE & CO., LTD. 

21-23 ChUwDrth Street. Paddington. 
W.2 Telephone 01-723 8217/8. Floor 
covering specialists and co n su l tants. 
Extensive carpet ibrary and testing 


CARS FOR HIRE 


YOUR CHAUFFEUR DRIVEN CAR 

from WytwSavDa Ltd.. 17 Radley 
Mews. London W.B 6JP. TeL 01-937 


CLEANING SERVICES 


WETTON CLEANING SERVICES, LTD 

43 Cadogan -Street Chelsea S.W. 3 
Tel. 01-589-7747 5226/7/8 (London 
Area) Window. General Cleaning, Paint 
log- interior. Exterior, Dea 


DRESSMAKING 


' DORIS PUSEY 

High-class dressmaking Including 
Readers dresses. Alterations. Remo- 


EMPLOYMENT AGENCIES 


ESTATE AGENTS 


NEVILLE M. IRELAND - 


&. JACKSON, CHART- 


. rial ftoperty. 46 Fulham High St. 
London SW6 3LQ. Tel.: 01-736 list. 


FLATS WANTED 


FLAT OR ROOMS FOR YOUNG 


FLORISTS 


BLAKES 0F CHELSEA, LONDON. 




Please 

i Drinks' Ltd., As- 


WURDRESS6RS 
Y JOHN A MARGARET 


HOOSe-FORSALE 


miles ■ oantrai; London, s double 




BRITISH ISLES — AFRICA 
CONTINENTAL EUROPE 


HOLIDAY ACCOMMODATIONS ' 
HOPE COTTAGE, ITCHENOR, CHL 
chaster Harbour, Sussex. Tet Btroham 
512577. B. & B. accommodation in 
modem cottage. Private perking apses. 
Ideal saWng centre. 


INSURANCE 


L. 8. POWTER A CO^ 80 HOE 
St. Walthamstow. London, £17. Tel- 
01-520 3366. AH types of insurance ef- 
fected. Agents lor Ansvsr. Church In- 
surance screciaftets. • 


POST VACANT 


McNEIL HOUSE! 
Edinburgh! Scotland! 

Urgently Needs Christian Sctsnca 
Graduate and/or Prsctlcsl 
Staff Nurses to Bless and Serve 
Those In Need of 
Christian Science Heating. 

Staff House In grounds of towfy 
garden. Harmonious Working end 
Living Conditions. 

Apply: Superintendent. 

MdM Konss, 7 KMm tad, 
Edmtxirjb EH12 OS, ScifltBd 


WHITEHAVEN 

A CHMSTUN SCffiNCE HOUSE 

Has a vacancy for a 

DEPUTY 

SUPERINTENDENT 

Christian Saesce ftadnate Hone* 
wftb smtaMe sxperioa 
are tovrtat to apply bt 
The Secretary 
Mutehaven Toot looted 
Batfrionf 
Bath Ml 7SP 
Tdephone (6225)85581 


POSTS VACANT 


FULLY QUALIFIED SECRETARY RE- 
puked tor Department of Care Com- 
mittee in London, Must be Class taught 
student SCM GM. 4 Grosvenor PI- 
London SWIX 7JH. 


POSTS WANTED- 


FORMER EXECUTIVE »ffiF 
Btoson officer 8 lawyer with Industrial 
co. In India. Good contacts, sesl® "J* 
assignment- Devi R. Cnopro. C-314 De- 
jance Colony, New Dethf 3. India. — 


SMALL HOTELS AND PENSIONS 
IN BRITISH ISLES 


ENGLAND 


WHITELEAF HOTEL 
66/68 Inverness Terrace. London, w.2. 

r me 01-727 0681 or 01-229 
A very comfort a ble bed and 
breakfast only hotel FuB central heat- 
ing. Near Kensington Gardens. 
Bayswatw/Queensway tube stations. 
Single from 4.95 pound! Doubled from 
7.95 pounds, tufly inclusive of b/tast 
and tax. AB rooms with t/phone and 
racBo. Brochure Akmefled „ 


ARNCOTT NALL HOTEL. BOUBNE- 
mouth. Fanny run 6 unlicensed Near 
town centra & seafront. Garden with 
basted, swimming pool. Summer 1975. 
Beach Bungalow. Tel. 76305a 


WORTHING, SUSSEX - CUMBER- 
iand .-Hotel. On sea front west of pier. 
45 bedtooms. GK'Utti Special terms 
far residents.. Sand for brochure. Mrs. 
GhtamlL Rasiriant Director. Tel. 35084. 


Crossword Quiz Answers 




EESQ 

asa g_ 
□a ssaa 
aaa a 
□sage sna 
srasm aas 
aaaa a 
asEasaa 
ass cn&sia 
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Economic scene 


to explain 
oil needs to U S. 

if::,:--. ■ . ■. / ■ 

Byabustoess-fina nc lal correspondentof'. : 

• /«?-/ • . The Science Monitor ' ; 

Tokyo 

- Another Japanese economic mission travels to Wash- 
; ^Tuesday to pour ofl on untroubled waters, 
iarprisingly, there are no major trade problems 
njngnp U.S.- Japanese relations today. Japanese steel 
i textile exports are ■ currently not canBinp much 
dtexnent to Washington. Nor Is the imbalance to trade 
-tween the two countries so large as to disturb the 
jn <y wte peace. 

vhat does make the Japanese nervous, however, is the 
y U.S. Secretary of State Henry A. Kissinger for a 
tionin oil imports by the industrialized countries, 
it year the Japanese did manage thro ugh energy 
rvatkm measures and an economic slowdown to 
ze petroleum consumption to 260 million Jdlohters 
[ 280 million kiloliterE. 

)t the Japanese expect their oil consumption to 
k-n to approximately the 1973 level this year and to 
lease further as the economy recovers from its 
•ent recession and resumes a substantial growth 
em. 

endship helps 

[t is important and in the interests of the free 
ntries to keep Japan's economic power strong,” said 
•ishige Nasegawa, head of the group of business 
ders engaged in the mission. 

It. Hasegawa is president of Sumitomo Chemical 
mp&ny. His personal friendship with Japan’s top 
Ideal leaders, dating back to student days at Tokyo 
iversity, gives him considerable governmental to- 
ence. 

ja an interview before his departure for the U.S., Mr. 
>segawa explained that Japan has an “elasticity 
mand” for oil of 1-2 — that is, consumption rises 1.2 
rcent for every 1 percent increase in gross national 
oduct 

[his is partially because Japan depends on imported 
far some 75 percent of its energy. That compares with 
-percent in the U.S. The Japanese meet only a small 
rtian af their energy needs with native coal and hydro 
sources. ; r -- 

Ur. Hasegawa argues that only with the maximum 
oservation effort will Japan be able to reduce its* 
isticity demand far oil to 1.1. 

this means that should the Japanese economy start to 
ow at 5 percent (half its pre-recession growth pattern), 
ail imports will go up about 6 percent. 

■We want the United States to understand the 
panese situatian, l ‘ said Mr. Hasegawa. ' 

3e will be explaining that position this week to 
easury Secretary Wiliam E. Simon, Secretary otthe 
eriar Rogers C. B. Mortem. Federal Energy Adminis-. 
ition- chief Frank G. Zarb, Federal Reserve Bd&rd 
airman Arthur F. Burns, Sen. Hubert H. Humphrey. 
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Is there an 
Einstein 
in the house? 


% 

S) 


An Einstein may 
come along only once in 
a lifetime. But given the 
proper training, who 
knows what the “genius” 
in your family may be 
able to accomplish. 

If he has a proven 
interest in science or 
electronics, the Navy has 
training programs in 
nuclear power and 
advanced electronics 
that can take his mind 
as far as it can go. . . 

The work in nuclear propulsion is 
:ough. It’s demanding. But young men 
who qualify will learn everything the 
Vlavy can teach them about this field of 
hefuture. And the Navy probably 
cnows more about it than anyone else. 

We have an equally stimulating 
idvanced electronics program for 






qualified high school 

graduates. 

Either program can 

take a young man all 

over the world. It will 

* 

pay him well, make him 
eligible for all Navy 
benefits, and place his 
career firmly in the future. 

We’d like to send 
more information about , . 
the Navy’s nuclear 
1 1 propulsion and advanced 
electronics programs. 

Just send us the' coupon; 
Because if there’s an Einstein in the 
house, he’d probably like to know about 
the Nuclear Navy. Or the Electronic one. 


Capt. Robert W. Watkins .F 

Navy Opportunity I nformalion Center 
P^O. Box 2000, Pelham Manor, N.y. 10803 

Please send more information on: 

□ The Navy’s Nuclear Propulsion Program. 

□ The Navy’s Advanced Electronics Program. 
(If you don’t want to wait, call 800-841-8000 
toll-free, anytime.) 

Name 1 : — — 


Address. 


State_i 


.Phone. 


Oil-price blow to U.S. not that bad 


Hasegawa: ‘Keep Japan strong’ 

/ 

(D) of Minnesota, and other congressmen. The group 
may also meet Vice-President Nelson A. Rockefeller. 

Per capita energy consumption to Japan is one-third 
that of the U.S., Mr. Hasegawa notes. One reason Is that 
Japanese homes have little central heating. Some 46 
percent of oil is consumed by Industry, compared with 
. 14.4 percent In die U.S., 32 percent in West Germany. 

Japan is the second .largest trading partner of the 
United States. (Canada is first.) Last year Japan 
exported $12.4 billion of goods to the U.S. and imported 
$10.6- billion of American products. This resulted in a 
surplus for Japan of $1.76 billion, up slightly from $1.3 
billion last year, but sharply below the $4.1 billion surplus 
of 1972. 

Slight increase expected 

That huge surplus resulted in pressure fromjhe UJ3. 
for revaluation of the Japanese yen. 

. A Japanese official at the Ministry of International 
Trade and Industry figures Japanese exports to the U.S. 
will increase only slightly this year, as the demand for 
Japanese steel and cars is down. 

Last year, Americans bought more Japanese cameras 
and scientific' instruments, motorcycles, chemicals, 
automobiles, and steel, but fewer textiles, television sets, 
radios, and office machines. 

Besides Mr. Hasegawa, the mission members are 
Eiichi Hashimoto, board chairman of Mitsui & Co.; 
Shizuka Hayashi, vice-president of Mitsubishi Heavy 
Industries: Shlnichi Kendo, tap. adviser to Mitsubishi 
Corporation, Sumio Hara, board chairman of the Bank of 
Tokyo; -Isamu Sakamoto, board chairman of Sumitomo 
Electric Industries; Eishlro Saito,: vice-president, .of 
Nippon Steel Corporation, and Rokuro IshSkawa. vice- 
president of Kajima Corporation. - 


By David R. Francis 

New York 

Economists have figured out 
just what the oil cartel’s boost In 
petroleum prices has cost the 
United States consumer. 

The loss, according to cal- 
culations by Prof. Wilson E. 
Schmidt of Virginia Polytechnic 
Institute, was 1.7 percent of real 
income. In a nonrecession year 
when the economy was growing 
at perhaps a “normal” 4 percent, 
that amounts to a loss of five or 
six months' growth in output 

That, says Professor Schmidt, 
Is a “temporary hurt . . . not a 
disaster.” 

For the developed world as a 
whole, the blow was not quite so 
sharp — 1.4 percent of real In- 
come, or about four months of 
growth. 

Last year the United States 
paid $25.1 billion for its net petro- 
leum imports, up $17.0 billion 
from the year before. That in- 
crease amounts to roughly . 17 
percent of the actual gain in 
nominal output of goods and ser- 
vices between 1973 and 1974. 

AAA 

Professor Schmidt made his 
calculations of real Income loss, 
however, an the basis of the 
worsening of U.S. terms of trade, 
or the ratio of exports to import 
prices. 

That ratio deteriorated 17 per- 
cent between the third quarter of 
1973 and the third quarter of 1974. 
In other words, because of the 
quadrupling of the price of oil and 
other changes In prices of goods 
exported or imported, the U.S. 
gets 17 percent fewer foreign 
imports for its exports. 

Unless the members of the 
Organization of Petroleum Ex- 
porting Countries (OPEC) suc- 
ceed in once more hiking prices, 
this change in terms of trade is a 
one-time blow. The U.S. and the 


Vote near; 

X _ ... 7 

stagflation 
nags Bonn 

y. Special to 

The Christian Science Monitor 


Bunn 

After & string of election defeats, 
Chancellor Helmut Schmidt’s Social 
Democratic Party has been drumm- 
ing hard oh the theme, “recovery is 
around the corner,” hoping to stem 
the tide at least by the May 4 election 
in Rhineland Westphalia, when one- 
third of the country's voters go to the 
polls in the highly industrialized Ruhr 
Valley region 

But the government’s official' op- 
timism is belied on the. factory plant 
floors and in the company board 
rooms, where stagflation has become 
the word of the day. 

The latest unemployment figures, 
released March 7, show the country’s 
highest jobless rate In 16 years, with 
5.2 percent or 1,830,500 people out of 
work in February. 


Exports, imports down 

Perhaps even mere worrisome to 
the business community is that, to 
contrast to the slump of the mid-1960s. 
West Germany cannot count on its 
foreign markets to bail It out of the 
recession. Although the country main- 
tained its positive balance of trade In 
January, with a surplus of 3.6 billion 
marks ($1.55 billion), both exports 
and imports plummeted by 14 and 7 
percent respectively against the pre- 
ceding month. 

Government spokesman Armin 
Gruenewald was quick to point out 
that the rise in unemployment was -a 
mere 30,000 compared with January 
at the same time the number of job 
vacancies rose 25,000 to 246,000, an 


The Navy 


■ ACROSS 
1. Choose 
4. Portent- 
8. Might 

11. Kiwi 

12. -Provisions 

13. Beverage 

14. Tier 
16. Portia's 

confidante 
18. Masterpiece 
20. Filly or foal 
2 L Morning • 
23. Billy 
25. Search 
28. Black 
30. At bat 


31. -indirectly 

32. Flavoring 

34. Land measure 

35. Hideaway 

36. Discourteous 

37. Animal 

39. Artificial language 

40. Othello's enemy 
42. Tree 

44. Monosaccharide- 
47. Tip 1 

50. Work unit 

51. Leningrad's river 

53. By birth 

54. ‘ Existed 

55. Jacob's twin 

56. Acquire 


other industrial countries hence- 
forth can continue to Increase 
their production and standards of 
living — once beyond the reces- 
sion. 

Professor Schmidt made these 
estimates in a paper prepared for 
the meeting last week of a group 
of economists who call them- 
selves the “Sadow Open Market 
Committee." The group makes 
monetary policy recommenda- 
tions to the real Open Market 
Committee, the policymaking 
body of the nation's central bank, 
the Federal Reserve System. 

His reason for making the 
above calculations was to help 
prove that the international oil 
problem “is not nearly so severe 
nor dangerous as the early 
alarms and rhetoric forecast. 1 ’ 

. * .* . * 

Other key points In Professor 
Schmidt’s paper were : 

• The estimates of how much 
surplus funds the oil-producing 
countries will accumulate have 
been substantially reduced. 

In July, 1974, the World Bank 
staff estimated OPEC accumula- 
tions at $653 billion by 1980. 
Morgan Guaranty Trust Com- 
pany recently put the figure at 
$179 billion. And a Brookings 
Institution study dropped it to 
around $136 billion (in 1973 dol- 
lars). 

• The hike in the price of oil 
need not have deflated demand to 
the U.S., worsening the recession. , 

“The reason is," Professor 
Schmidt argues, “that nothing 
that the OPEC countries did to us 
had any impact on the stock of 
money to the U.S.” 

Being a monetarist economist. 
Professor Schmidt thinks that the 
stock of money is the controlling 
factor to changing employment, 
output, and prices. With the dollar 
floating to terms of most foreign 
currencies, the amount of dollars 
that go out of the country, in- 


cluding those to pay for oil. equal 
the number of dollars that come 
into the country. Changes to ex- 
change rates equate the supply 
and demand for dollars on the 
foreign exchange rates. So the 
supply of money in the U.S. is not 
affected. 

This, to Professor Schmidt’s 
view, means that the government 
(including the Fed) cannot blame 
oil for the country's current re- 
cession. 

• None of the measures of the 
nation’s international payments 
deficits make sense, Professor 
Schmidt holds, to a world of 
floating exchange rates. “They 
are misleading, “ he says. 

This is because the dollars that 
go out actually balance the dol- 
lars that come to, where ex- 
change rates are determined by 
forces of supply and demand on 
the foreign exchange markets. 

AAA 

Professor Schmidt thinks the 
Department of Commerce should 
drop the various 'deficit mea- 
sures. The exchange rate, he 
says, better measures the pres- 
sures on the dollar. 

• Despite the higher oil bill, 
the developed countries have not 
yet suffered losses in their mone- 
tary reserves. 

International reserves of the oil 
producers rose by $11.4 billion to 
$47.4 billion toward the end of 
1974, a $36 billion Increase. At the 
same time, total world inter- 
national reserves rose by $60 
billion. 

“In short, more than enough 
reserves were created in 1974 to 
meet the reserves demanded by 
the oil producers. The rest of the 
world, as a group, gave up no 
international reserves to pay for 
the high-priced oil.” 

All these points mean that the 
world is weathering the oil crisis 
much better than it thought pos- 
sible last spring. 



By R. Norman Matheny. staff photographer 


German workers watch for recovery 


increase of 11.4 percent compared 
with January, and 14 ) 25.5 percent 
from a year ago. 

Joseph Stingle, president of the 
Federal Labor Office, echoes that 
view, saying “the high point to unem- 
ployment has been reached.’ ’ 

The government mainta ins that the 
pump-priming measures It has taken 
to recent months are sufficient to 
stimulate the economy without mak- 
ing it go into an inflationary spin, 
pointing out that the federal bank only 

Crossword 


on Friday lowered its discount rate 
for the second time this year to 5 
percent, and the Lombard rate to 6.5 
percent. 

Any significant recovery will have 
to be worked out on the domestic 
economy to compensate for the 
equally sluggish demands on foreign 
markets, where prospects for a pi- 
ckup seem remote. 

January exports were 17.4 billion 
marks ($7.5 billion) and imports 13.8 
billion marks ($6.98 billion) both 
about 1 percent down from a year ago. 


paia^iiiiil 
wmmmmmMMm 
mmmmmrmamn 
mmmwm'SMWPMwm 

mmmmmmummm 


mmmmmammMM 

infill mzmum 


Amm r Mock appoin mwng tfwilinnoH 


DOWN 

24. Wire service 

1. Globe 

26. River to the Baltic 

2. Blue grass 

27. Game 

3. Flavor 

29. News 

4. About 

31. Florence’s river 

5. Human being 

33. Membership 

6. Build 

34. Three-toed sloth 

7. Roman tyrant 

37. Aaron's brother 

8. Bone behind 

38. Totem pale 

the ear 

41. Vanished 

9. Classified section 

43. Billie Jean -* - - 

10. Verily 

44. Church bench , 

15. Barrel 

45. Generation 

17. Misfortunes 

46. Space walk 

19. Grimace 

48. Trevino 

21. Discordant 

49. Asian holiday 

22. Bill of fare 

52. Gold symbol 
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Spain’s economies 
tempt tourists 


By Gordon N. Converse, chief photographer 

Basque country— a lovely entrance to a lovely land 


By Klmmls Hendrick 
Special to 

The Christian Science Monitor 

Barcelona, Spain 
Spain's extremities are a tourist's 
opportunities. Galicia to the north' 
west, Catalonia to the east — both 
offer everything from history’s leg- 
acies to 'modern resorts, with art, 
scenery, and picturesque campsites 
included. 

Add the fact that a first-class double 
room with bath often costs under $ 10 , 
and you have one of the outstanding 
tourist temptations of Europe. 

Santiago de Campos tela, in Gali- 
cian Spain, magnificently sums tip the 
Middle Ages In a modem setting. So, 
in a different way, does Gerona, 
located about two hours north of here 
in Catalonia. As for the Costa Brava, 
the seaside stretching between here 
and France, many (including myself) 
think its star is Tossa de Mar. . 

You can easily reach these regions 
by train or car. 

Border change eliminated 
Leaving Paris by Trans-European 
Express’s swift " train called 
‘*L* Standard,” you get to the Spanish 
border early in the afternoon. Chang- 
ing trains, you can get to Burgos that 
night, have the following morning to 
see that city’s splendid cathedral with 
its Flemish recollections and its me- 


morial to the Cid, and then be on your 
way to Santiago. 

Or, taking the TEE from Geneva to 
Barcelona (the train is called the 
“Catalan-Talgo”) you'll reach Ge- 
rona about 7 p.m. You won’t have to 
change trains at the border. This one 
glides slowly onto Spain’s wide- 
gauged tracks between French Cer- 
bere and Spanish Port Bou. 

Across from Gerona’s railway sta- 
tion. the new Hotel Imnortel offers 
first-class double room with bath for 
about $9. Here’s a clue to the prices 
you’ll pay generally in Spain. 

Sometimes they're even lower. At 
Burgos, the Londre y Norte, old but 
comfortable, charges about half as 
much. In Santiago, at the Hostal de 
los Reyes Catalicos, perhaps the most 
luxurious of Spain’s national luxury 
hotels (or maybe it’s the San Marcos 
Hostal at Leon), you won’t pay much 
more than at Gerona. But meals may 
cost as much the room. 

Fame since Middle Ages 

Santiago’s fame grows out of the 
Middle Ages when It ranked with 
Jerusalem and Rome as one of the 
three greatest goals of Christian pil- 
grimage. The cathedral Is as readable 
as a history book. The centuries shine 
through it. As much can be said of the 
Hostal, also, which was built for 
pilgrims by Isabel and Ferdinand and 
has been adapted in our time, by the 



Spanish Government, to modem tour- 
ist needs. 

The train trip from Burgos to 
Santiago, after leaving Leon (another 
treasure city, if you have the time) 
winds through country that will re- 
mind Americans of scenic Colorado. 
The highway is slow for driving, but 
the scenery is beautiful. One useful 
guide to exploring this fascinating 
region is the final chapter of James A. 
Michener’s “Iberia,” available in pa- 
perback and hard-cover. 

Treasury of cathedral 

Gerona, in the the East, is worth 
seeing for Itself — a fine, prosperous 
city with Roman, Moorish, and Gothic 
monuments. The treasury of the ca- 
thedral is outstanding. From Gerona, 
buses take travelers* to Tossa and 
other Costa Brava resorts. (They can 
also be reached by bus from Barce- 
lona. The train takes a roundabout 
route and is not recommended. High- 
ways again, are good.) 

Tossa, an ancient coastal port, is 
backed by tree-covered hills and 
rimmed by a sky-blue bay. Its battle- 
ments are beautiful, its beaches ex- 
cellent for sunning and swimming. Its 
narrow streets wind between white- 
washed houses with flower-decked 
balconies; its shops display merchan- 


dise often worth considering f 
souvenirs. 

Swiss and Dutch vacationers fay 
its hotels, which means they're kev! 
to good food and service. A p] eaaa 
small hotel, the Neptune, gives 
double room with bath, balcony ar 
three agreeable meals for about 
day for two. Other hotels 
about the same, more or iess. 


char; 


Beaches attract crowds 

Among expensive hotels, mar 
Americans enjoy the Hotel de 
Gavtna at S’Agaro, a charming reso 
slightly beyond Tossa. The resor 
nearer Barcelona are famed most 
for their beaches and attract hus 
crowds of north Europeans, eager f, 
Spain’s sun. 

Spain's Tourist Information Agent 
at Fernando Agullo 3 in Gerona cc 
furnish details on the Costa Brava, t 
can its offices in Barcelona ar. 
elsewhere. But for background reai 
mg. see the opening chapters of Ro& 
Macauley's “Fabled Shore," an ei 
trancing book, and such advice a 
may be found in Fodor's guide t 
Spain and other handbooks. 

Of course, a ready source of tnfoi 
mation is the Spanish-National Horn 
1st Office, Room 410, 122 East 42n 
Street, New York, NY 10017. 
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Let 

JARRETTS TRAVEL SERVICE 

he 4 > you plan your no ) rf vocation 
fi fnentSy olhn to serve you 
PHOENIX 


4811 fcrtfi Cwtrd he. 

7643H1 

Vrte, Onto CMcomt 

257 SUO 

SCOTTSDALE 


)244 Etfl taiku Seta) Rd 

994 9307 

MESA 


1(0 Rot Mon 

%53575 

SUN CITY 


Grantor lmt« StanMi Coder 

933 8297 



Member We represent all 


JUMJNES 

„ STEAMSHIP LINES 

FOREIGN AND DOMESTIC TOURS 

Carefree Travel Service 

VeHmNaHoraiaank, Suite c-2 
4*21 North SeottatMe Road 

Phono 946-5351 


SUN CITY TRAVa SERVICE 
bi Sun City 

Serving Sun City smeo I960 
"A WOULD WIDE TRAVEL SERVICE* 
hr AIL YOUR TRAVEL ARRANGEMENTS 

AKPORT LIMOUSINE SERVICE 
HERTZ RENT-A-CAR 
GRAND AVE. SHOPPING CENTER 
SUN CITY. AZ SS351 C6Q2) 877-4204 


CALIFORNIA 

Hiiiuiiiuuiiiniiiiiiiiiiiiiniiiiiiiiiiiiiiiiiiiiii 


ARCADIA 

SANTA ANITA TRAVEL 

Tickets For 
AIR— RAIL— STEAMSHIP 

446-5223 

tSPSP HI-CR. Quito U. 

l*tSl hula 



bob McGinnis 
TRAVEL 

a 

faflramtobw lor 

MEftCM EXPRESS far 
lh« Homerei PtnauU 
SSI BnOM Swoiwif Crater 
Cl Him, Cl Mann 


PEASLEY 
TRAVEL AGENT 
COMPLETE WORLD-WIDE 
TRAVEL SERVICE 

Phono 62*3855 
UNCOLNA7BI 
CjnBoMuHho-So*. CMti 


LA CANADA 
LEE HANSEN 
TRAVEL SERVICE 

“Travel With Those 
Who Have Been There” 

6ai-4Mr” IIVV Haf * 9Bn ^ 

790-5569 


713 Foothm BU 


TW (714) 586-5555 


‘Travel 





South of Ralph's 


^ * rfM * Wm * Ti 
**.**-' Laguna HUs. CA 92853 


BOSTON 

Departure Sit.. M*y 31, IC7J 
Reservations Sheraton-BoU on 
S Days — Contact — Paul Bout' 

TRAVELTIME INC. 

Cpbbj "Taj Mahal" 

Laguna Hills. CA 92653 
P.0. Box 2-23 

‘■n .v* Te!. (714) 837-3720 


MSNKM,CUJF. 

Dicks’ TRAVEL SERVICE 

Authorised Agent far aff 

nwas-oascs-florosw* 

Aflua-STEWSHPS 

ugjMkutcJbfcw 

44222] (81-E33 

"RHdterf mtt Sun Bint favmuK Stfui 


Travel Ads la The Christian 
Science Monitor are good 
guides for 

W HER£ TO GO I 
and WHEHE TO STAY I 


CALIFORNIA 


THINK SAN DIEGO 

AMBLER CRUISES 

(A Division of Ambler Tnvol Service) 

1900 U.S. National Benfc Bldg. 
SAN DIEGO. CA 92101 

■'S? 232-7486 




STUDENT TOURS 

□M0FE-30 Dip-HMIAB-IWME HOLOGT 
asr OMST-iiaico-saiM nvne 
TEACHER CHAPERONED 
Far further in tarnation contact 

.CALIFORNIA STUDENT TOURS INC. 

=1 botaradem Cats. So Froasta Will 
(415) 788-5330 — (415) 283-3103 


CONNECTICUT 


trabel tmtfj 

<§ilbert=Xobe 

880 Asylum Asa, Hartford, CT 0G105 
‘ (203)527-5203 


FLORIDA 

liiinniiiiniiniiiiDiuiiiitiiiiiiiiiiniuimiml 

JANET WILSON TBlYEL, 


TAUCK TOURS Deluxe Motorcoach 
U.SA • HAWAII • CANADA 

Geary at Grant Avenue (415) 362-0209 
SAN FRANCISCO 94108 


QUALITY IN TRAVEL 

Since 1856 

PECK JUDAH 
TRAVEL ** 

[ 168 Grant Avenue (415) 421-3505 

San Franctoco, CA 94108 


SEEMER & HAND, LTD. 

.4 C ampler Tmd Smw ‘ 
SPECIALIZING IN CRUISES 
AND AFRICAN SAFARIS 
DK EMBMC4DER0 CENTER 

san nmasco, muforam miii 

(4 IS) 7817IK 


iC&i H TRAVEL SERVICE 


OFFICIAL AGENTS 

Air - Cruises - Tours - Rail 


Never a Service Charge 

2585 HUNTINGTON DRIVE 
SAN MARINO, CA 91108 
(213)684-2888 


1 SANTA BARBARA 

PROFESSIONAL TRAVEL 

COUNSELING 

FOR AIR, STEAMSHIP, 

TOURS AND CRUISES 

ROBERTSON <Tf\ 


M«1 STATE STREET 
SANTA BARBARA, CALIF. 

PH. 07-1381 


SEARS 


MEMBER 



TRAVEL SERVICE 

Authorized Agents tor All Scheduled 
AMnes and SteauMhlp Conpantea 
738 ANAGAPA 962-7802 

■in . SANTA BARBARA, CALIF. ____ 


BOSTON IN JUNE! 

Hotel Space femtaHe 
Special Air Rates 
CALL COLLECT (213) 
or Write 
Mrs. Crene H. Welsh 

freemam travel service, INC. 
to 1906, Soute fete, CA 90280 


567-0561 





2136 Golf Gate 
Drive, Sate 4 

Sarasota, FL 
33581 

Phone 

(813) 921-5587 


ILLINOIS 

liiiiiiiiiiiiiiiiiiiuiiiiuiuiDiiuininiinmirail 


m 


Las Vegas 
Florida 




333 East 
Ontario 

TRAVEL 

Chicago 6061 1 


California 943-8680 


MASSACHUSETTS 

iiiuHiiiiiuiuiKuiiiiiiiiiiiiiiunninuiiiniil 


EXPERT TRAVEL ARRANGEMENTS 



Near Christian Science Center 
' in Boston 

at Prudential Plaza - 261-2100 

19 Travel Office* to Smm You 
Mm Ha* - Bottom Pub**. tkjrtra, Utrwkk, 
Mi btaaA MUe, Brackta. CaMfc, 
•Mvto. Kattafan Sqm*. Mmta, IMObkHw 
nr. Kutoa, ■nctotfEi, Ptetn —a . Wrm Heap. 
8te8Mt5iiMdi; hert; m>ira|[. 


. MISSOURI 

irmmniirmniinunniuniiuiuiufnuiiiiii' 


CENTER I 

JAT’S. 

TeL(314> 966-8060 
E30 W. Woodblna {Kirkwood) 
SLLoulaMO 

b«i3i22taaaHHHaMaM 


OHIO 

iiuiitiinirniimiiiuiiiiminiimimuniiid 


Travel TaBoredto your Budget 

Your line to An y where la the World 
4074 Erie Street. WWoughby 
8430 Mentor Aw »48-4044 


HJUJSLER TRAVEL ASSOCIATES 

vim 

10277 Clayton Road (314) 991-1383 

' ST. LOUIS. MO. 



OREGON 

I uu nuninumnuu nnimutninniiuainiid 


ZURKO 

TRAVEL SERVICE 

World Wide Trawl 
Arrangements 
2634)710 

2 NORTH RIVERSIDE PUZA 
CHICAGO, ILLINOIS 60GQG 

NU0BING NORTH WESTERS 88 STATMM 


(g; g. ^ 

TRAVEL CENTER, INC. 

No Sendee Charge For 
> ABUHE-SIEMBMP-ML HCXETS 
- * WHUHHDE nwnS-HOTELS 
GLENVIEW STATE BANK BUILOMG 
SOO WadwgM Owl. Bonn*. It C80Z5 
(312) mim Ed. 283/281 


ANSPACH TRAVEL 

-On the Shore Since ’34" 

463 CENTRAL 
HIGHLAND PARK, ILL 
432-1211 


Ttw Trowel 
Professionals 


MICHIGAN 

tniinniniHiiiinniHtniuniuiiiiiiiinint 


■■■iimiiiiiiiiiiiiiiinimmiHniiiiniiMiiinHf 


Homewood Travel Service 

Ml advertised 
Cruises and 
Tours! 

MR and STEAMSHIP RESERVATIONS 

Freida Lundberg and Karen Batters 
18120 Dfade Ktglmay 
SY 9^218- CO 4-2879 
HOMEWOOD 
ILUNOfS 



CONNECTICUT 

iininniiniiiiiniiiiniiiiiiiiiiininiuiiiiiiiiii] 


gM h. Swwng.(fte Putjftc 45 rears 

8© FOLEY TRAVEL 

^ INC. 

Street. Hartford, CT 06103 
ABUSES an d TOU RS EVERYWHERE 
OFFICIAL AGENTS - ALL Alt and 
STEAMSHIP LIKES — RAILROADS 
HOTELS -RESOWS 



MASSACHUSETTS | MISSOURI 
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BOCK 



travel service 

INC. 

WORLD WIDE TRAVEL - 
FREIGHTER EXPERTS 

1014 5TATUBR OFFICE BUILDING 
BOSTON 426-6S3Q 



DOMESTIC A 
INTERNATIONAL ■ 
SERVICES 

PORT WORiD TRAVEL CENIER 

«6 MAIN ST.. HARWICHPORT 
MA 02646 (617) 432-4944 


TOM and 

BARMRA WILSON 


Travel 
■One 


go BRONSON 

and go better 

BRONSON TRAVEL 

86 E Broadway Eugene, Oregon 


•emRNMiFwu.niteif, 
n-uwamninii 
HWB1B41l.aM 


INTERNATIONAL 
TRAVEL ASSOCIATES 

Ycui FlI! 5'jrv‘c? Trj.c! Ajsncy 

(617) 862-3800 
1720 Mass. Ave., 
Lexington, Mass. 


NEW JERSEY 

liiiinmnniniiuuuHiijniiiinuiiiiiiiiifmiil 


Tours * Cruises • Safaris 
Complete Travel Service 
AIR • SEA • RAIL 
CALL 

Hub Tour & Travel, Inc. 

226-3557 
1136 S. W. Alder 

_POiniJUID, OREGON STMS 




n&Mel 


For 

Professional 
Service 

Englewood Travel Service, 

14 IL DEAN ST, ENGLEWOOD, ILL • 
5684370 


i %*aefT5mi 

TWO LOCATIONS TO SERVE YOU 

622 S.W. Bro a dw ay — Portland 
12500 S.W. Broadway — Beaverton 
225-0211 644-2141 


411 MnsadBBftttoe. 
15 Man Seed 
17M Heaetanlb An. 


(517) 2EEU3II 
(517) 3598300 
(617) 8810295 


INDIANA 

itiinHiiiinuiniiiiiiiiiiiauiiiiiiuiinNiuuil 


ArAortaed ead Banded Agency 
Eat 1947 



PENNSYLVANIA 

luiiniimHiiiiiHuiiiuinHinitiifiiiniininnl 


10S Nenau, One. “Mneeu Mar* 

BWSSq 

. PHBtCgrOH, WJ. ' 


EDGERTON’S 
TRAVEL SERVICE 

'Air • Rail > Steamship • Hotel 

TOURS • CRUISES 

WORLD-WOE 

no service charge 


sum i 


UNHE 


226H.IMI-2M4BK 
122 L li ic to w) - 4C-X7Z 
■ Ul*. 294.3851 
719 Smw SL - 3G24SU 


PAULSEN TRAVR BUREAU 

telephone (201) 273-1313 

431 springflekJ ave. 
summit, new jarsey. 


WORLD TRAVEL 
SERVICE 

210 EAST LAKCASTER AVENUE 
- WAYNE, PA. 
687-6677 




WASHINGTON 

ininumiiuiuinilluaiHinituauniuiitiii 


. 07901 ils.b. 
frank a.jMdrld(, 

president 


NEW YORK 

imniiumiuMHiiumiiiininuiiigiiMniiiil 



Robert Davis 

International Travel 

Specialists 

644-5709 


SI W. Long Lake Rd. 

BtoowSaM Hflto. Midi. 




VOYAGEPLAN 


INC. 

Specialtew m both 
Hondavand Buskwsa Travel 
lows, atao. iiomii hbe sana 
Please caM Jane Browne 
TeL (21 2) 345-4888 

miwJh&.iu,nruo2B 


Make this your year 
10 say "HELLO WORLD’ 
Call any erne of the 11 


DOUG FOX TRAVEL OFFICES 


In the Puget Sound Area 
Main Office: 682-5010 


WE SPECIALIZE IN SMOES AND 
SEKKW OTIZEHS 


KIRBV® 

TUnjounsJL Scofxc&i NC 
SINCE 1919 

1919 Commonwealth Bldg. 
Detroit, Midi. WQ 3-3965 



y»rwMnail 
nsTKfcdM MmL Turin* it. 18710 

(914) 793-2240 (212) 824-9620 


WHERE-TOGO-TRAVEL 

and 

UNIVERSITY TRAVEL 

Serving Pacific rfontnveat 
„ Travelers 

46H . Since 1919 

Phene; 882-1 *55 
• or 834-2300 


For Complete Travel Service 
contact 

SPOKANE 
WORLD TRAVEL 

West B34 


OHIO 

HiHiuBuaiuiniHiinnHr 


. Wi 

) 624-4381 



FOR WINTER CRUISES 

CALL 

PONTIAC 
TRAVEL SERVICE 

106 Pontiac Mai Office Bldg. 
682-4600 Russell Gunavsen 


Westgate Travel 



■ Csnpiek fnawtaol 
Tmd Street 

Domestic and International i 


' Aockport .Stopping Center 
1 0739 Cenlar Mdge Road 
Rocky »"•». Ohio - 333-0700 


CANADA 

iHmnfmatHlininttlunfliHianininiiiCTi 


"OUR EXPERIENCE 
+ INTEGRITY 
+ PERSONAL INTEREST 
- YOUR PERFECT TRIP“ 
Cali (816) 221-2340 

O'KEEFE TRAVEL 

Tan Mem Center - Udpw Piaza Lawf 

Kaneaa City. MO 6«i05 


Advertisers 

on 'flie Travel Pagas- of ■ 

THE CHRISTIAN SCSNCE MONITOR 

- ore ww+b oatt«ibmg. 

Youll Rnd 

aecomraodotlon? 

' jut right for you 
.-and year fncnHy ' ■ 


TORONTO/CANADA 

•PRIORITY 
Travel Ltd. 

For RELIABLE Travel Services 
Call Tel. 366-3519 

« Yooge St. Toronto M5E ili 


SWITZERLAND ’ 

unrauHninuunmmunnimnnnni 


Pot Your Holidays and Tours m 
■ . Switzerland and Europe 
' -y MAaeCeasidt 

^ONI T^YEL Ltd. 

PWttiade, 16 CH-9001 ' SL SaUm 
mdMrbtdjMato ifdMi) 


TRANSATLANTIC 

SPECIAL^ To/Frdm EUROPE! 

THE UNIQUE. SPACIOUS 

TS Maxiit?GorIsi 



New York to Le Havre or 
Riga from $325* to $790* 

■ Ultra modem, spacious, 
fully air conditioned 

■ AILstaterooms have private 
bath/shower, television, 
telephone, wall-to-wall 
carpet - 

■ Stabilized — 25,000 gross 
tons 

■ Top Russian entertainment 

■ American and Continental 
cuisine, and Russian 
specialities 


1 EASTBOUND 1 

Leaving 

For Le Havre. 

New York 

London. Bremer- 

April 14 

haven and Riga 

WESTBOUND i j 

Leaving 

For New York 

Hamburg 

via Londcn 

Jtme2 

and Le Havre 


• No tipping required 
■ Fuel surcharge included. 

‘Price per person double occu- 
pancy to Le Havre or Riga 
(subject to availability, plus tax.) 


See your travel agent or general agents 

march shipping passenger services 

1 WORLD TRADE CENTER, 52nd FLOOR. N V.. NY 10040-PHONE (2121 S0M3M 
- tor BLACK SEA SHIPPING COMPANY OdMM, USSR ftogMry 



HAWAII 
THROUGH 
1 HAWAIIANj 

'eyes ... ’ 


Come to the Islands any time of year! 
Let <mr happy Hawaiian people plan 
your vacation to. suit your time and 
fit your budget. 

'All-Expense Hawaiian Tours: 

ALL ISLAND TOUR 
TOUR OF KAUAJ-HAWAK . 

TOUR OF MAUI-HAWAIf 


m 





ROBINSON'S HAWAIIAN TOURS 

301, 771 teau Stnrt, UoMtab. HaraS 98814 dS?. 
i (80S) 949-5911 * CaUe Address: Sntomfl f V.; 

K. Uwsob, president, C.TC. 


/PbOM 


) 



BIBLE LANDS 

AMBASSADOR TOURS 

1875 

from BOSTON May 11 to June 1 
also * 

from BOSTON Sept. 8 to Sept: 29 
nsnzivG-. 


EGYPT, LEBANON, 
IRAN, JORDAN, ISRAEL 

•1795" 

.\/4orhsVierinfonnaSoh contact ■ 

. • .. BQ^IDEL. INTERNATIONAL, INC. * . 
912 Joseph Vance BkJg, Seattle,- WA 98101 
Tel.(20Q623F1193 



DEIiACOFBJUP 


BUBGETRA7E8 
IN NEW YORK CITY T« 
LUXURY AREA I :lij 

• (Wltsroii SQQttE SEUKNG ftMMJfEWfflf . 

• REDUCED IKlE-PIWKllfO ADWSIT 

• COMPLETELY BTUtPffi) UTCHaVETTE^ 

■ RCA'CWJWTY IS BSY ROOM - 

• mjuRCOfmmowD • 



Is a onebf ^kSndh^^.Acepmmended by 
AMERICAN MffOMOBllE ASSOCIATION, 
MOBIL TRAVELCtilDE andT.WA/^CVIDE . 
TO NEW YQRK'y : i % ! 


HOTEL 
GORHAM 

136 West 55th Street 
NmrYorfc N.Y. 10019 
„ (212) 345-1900 . 
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ton of famed general takes the political route 

y/layor Rommel helps build a new Germany 


. By David Match 
Staff correspondent of 
The Christian Science Monitor 

Stuttgart, Germany 

vfanfred Rommel, Mayor of this 
y since last December, still lives 


with: close memories' of Ms father, 
Field Marshal Erwin Rommel. 

And .like his famous father,; Man- 
fred Rommel has worked his way up a 
hierarchical ladder and won vic- 
tories. ’ ' " ’ . 

But the hierarchy was the civil 
service in the state of. Baden-Wuert- 




v. 




Pakistani regime loses 
provincial by-election 

Bhutto’s home province of Sind ' 
won by yOung ex-student leader 


ByQOtabuddin Aziz 
-Special to 

The Christian Science M rani tor 


- *: ' Karachi; P atk^ Hi 

^ Prime : Minister Zulfikar All 
^•^'iutto , s ..rullng Pakistan People's , 
: ‘ " larty tPP^)' has suffered its first 

- ectoral defeat in three years in his 
1 * Vv.ime province of Sind. 

-‘1. - 'itlDst the Feb. 16 by-election to the 
■%._ 1"“ tjviBct^ : legislative assembly in 
. I' ;'y dff]j yb'ad. Sind’s second most popu- 

- i\- Us. irity, about 100 miles from Ka- 

‘-tv/as. " 

. . a Mmim itive religio- political orga- 
‘" taUnm.'the Jamiat Ulemal Pakistan 

- !'.* f <arty of Religious Scholars of Pald- 

> wonthe electoral tug-tof-war by 

. ' ."Siumpiiig majority. The winner is 
M Bhammad Usman Kien- 
r . who as a student leader in the 
, . f . .T : idy„1960s was such a vocal admirer 
' president Kennedy that his friends 

-^cknamed him accordingly and the 

-,! inlie has stuck. . . 

-.*^Palittcal observers do not consider 
— - — $ by-election result as any in- 
.tion.of a declining hold by the 
the voting masses of this 
i The personal popularity at 
candidate in the Hydera- 
constltuency and the lackluster 

E . Sage of -his opponent was a major 
»’ctor in the ruling party defeat. 

‘ • 'ajor party banned 
- Xj-ir Another reason was that a few days 
store the by-election, the Bhutto 
-» (ministration had banned the Na- 
xi al Awami Party. jailed more than 
hundred of its. leaders and activists, 
id suspended parliamentary rule in 
l» North-West Frontier Province for 
days. This was in the wake of the 
-b. 8 assassination of a trusted 
aide, Hayat Khtm Sherpaor " 
. .'xne Minister of, the North-West 
■ xmtier Province, in a bomb blast in 
‘Shawar. 

A ._ .j Opposition leaders are critical of 
j punitive measures taken by the 
■ ; leral government against the Na- 



.•Si' 


tional Awami Party. In compliance 
with .the Constitution, Prime Minister 
Bhutto has sought the opinion of the 
Supreme Court of Pakistan in regard 
to the legality of his ban on the party. 

In any ciase, >the by-election result 
has boosted the opposition's morale 
' and its demand for mid-term polls has. 
become more strident Political crys- 
tal-gazers, however, consider an 
early general election as most un- 
likely. 

In recent months. Prime' Minister 
Bhutto has repeatedly siaid - that the 
next countrywide polls would be.' held 
not before 1977, ' when the current 
term of the federal arid, provincial 
assemblies would end under the new 
constitution adopted two years ago.- 
The last general elections in Pakistan 
were held in December, 1970. Mr. 
Bhutto himself has been in power tor 
a little more than three years. 

Even in troubled Baluchistan, 
many of the provincial legislators, as 
well as the Chief Minister, have joined 
the PPP. In the North-West Frontier 
Province ,_Mr. Sherpao’s loss will be 
deeply felt, but the coalition group he 
had created in the provincial assem- 
bly to keep the National Awami Party 
out of power, is still in the majority. 1 

It seems certain that, this coalition, 
sponsored by the PPP, will form the 
next ministry when parliamentary 
rule Is restored In the province. ‘ 

As of now, the half a dozen opposi- 
tion parties in the country lack the 
organization, leadership, and' mass 
appeal to offer an effective and 
coherent ’ alternative to Premier 
Bhutto’s People’s Party. 

J-.. ' 

MiBoratyrgains 

Unde niably, t he right-wing Jama- 
ate-IslaffilTSi&nic party) ftSadedby: 
Maulana Tufail Mohammed, and the 
Tehrik Istiqlal-e-Paldstan (Move- 
ment for the Consolidation. Ot Paki- 
stan). led by retired Air Marshal 
Asghar Khan, have increased their 
following In the past year. 
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surplus of pickers in Florida groves 


By the ; Associated Press 


•’ Orlando, Fla. 

Jnemploy ed workers desperate for 
b at any price are pouring into 
^irida's citrus groves by the thou- 
F ids, creating the largest harvest- 
le labor surplus here in 25 years, 
^dalssay... 

'grange and. ■ grapefruit growers, 








TO START 
THE 

CHRISTIAN 

SCIENCE 

MONITOR 

COMING 

MONDAY 

THROUGH 

FRIDAY! 



I 

J 


hard hit by spiraling production costs, 
have cut wage rates by as much as 10 
cents a box because of the flood of 
would-be pickers, according to in- 
dustry sources. 

“It’s the old law of supply and 
demand,*’ said dark GhlseUn, direc- 
tor of the Citrus Industrial Council. 
He estimated that pickers currently 
earn 35 to 40 cents a box; compared 
with 40 to 45 cents a box earned last 
season. 

Don S. Bryan, a citrus grower to 
Bartow, said, that last season, an 
average picker could produce about 
60 boxes a day. At last year’s rate of 
45 cents a box, a picker would earn 
about $27 a day. 

Because of the labor surplus this' 
season, Mr. ' Bryan said, some 
growers are limiting their pickers’ 
hours and have cut them back to tour- 
day workweeks, although Mr. 
Bryan’s pickers are not being re- 
stricted. 

"A lot of crews are being limited to 
two trailers a day, and that figures 
out to about 20 boxes per picker/’ said 
Diana Lyone, an organizer tor the 
United Farm . Workers Union who 
says some ptokers are getting as little 
as 25 to 30 cents a box. “And that 
comes to as little as $6 a day/’ 


temberg and the biggest victory, tor 
mayor, was democratic and political. 

A Christian Democrat, Mayor Rom- 
mel governs in a city that had been 
ruled by the' more liberal Social 
Democrats from 1946 to his victory 
last year. 

In his own way, Manfred Rommel 
symbolizes what has gone into build- 
ing a new Germany. • . 

Dark hair and dark eyes and well 
over six feet, he walked into the 
reception room to greet this reporter 
and apologized for a five-minute : de- 
lay. We sat across from each other at 
; one end of a long conference table in- 
his huge, luxurious office, but the 
conversation i was relaxed. He hesi- 
tates over some of his words, but 
Injects wit and humor into a long talk. 

Manfred Rommel says : 

• The conservative political swing 
in West Germany todqy helped him 
‘become Mayor. 

• The presence In Stuttgart, of 
100,000 "guest workers’* (from Italy, 
Yugoslavia, Turkey, and other lahds) 
ishealthy. 

• West Germay has learned how to 
separate practical politics from imr 
posing Ideologies, but democracy and 
a free economy In Germany have & 
healthy future only if men learn to 

.care less about- money and more 
about helping others. 

Mr. Rommel insists he Is not con- 
servative. “I just don’t accept what 
the Socialists say about progress’* 
because thetr .position is a question of 
fashion, and for the far-left this 
means being near Marx or even 
I jenin, he says. 

“The people in Germany don’t want 




socialism or fascism," he says. The 
? Mayor continues: “The extreme So- 
cialists want to organize society 
around an ideology. Whether or not to 
build a road is not a political decision, 
as a state-run economy would have it, 
but a practical one that takes thought 
and experience." 

Manfred Rommel remembers how 
his father could talk for hours about 
how to plan for this or that goal. "And 
I remember how we to the family 
used to steer the conversation care- 
fully, especially with certain guests, 
to keep rriy father from getting 
.'Started with one of his long, 'detailed, 
^'mathematical discussions. ” 

Long walks 

< The last two months before his 
■ .... father's death. In 1944, Manfred Rom- 

* mel was with him for many hours 
-. every day, often cm long walks. 

.' Although late in joining the con- 
.spirators and disliked by some of 
'** them, the brilliant field marshal was 
'• one of the boldest generals to telling 
' Hitler to Us face he was wrong and 
that Germany was losing the war. 
■Eventually he conspired against Hit- 
ler, but the plot failed and he took 

* poison In 1944 after Hitler gave him 
the choice between that and a trial. 

“My father taught me that no plan 
•' is sacred, that to revise and analyze 
- experience closely is intelligence and 
the key to progress. 

"This kind of separation of ideology 
.from political life was Germany's 
.greatest need," Manfred Rommel 
•? says. He believes it has been achieved 

* and he wants to keep on showing how 
it should be done. 



Colonial monument in disputed island 


AP photo 


The whalebone monument commemorates 100 years of British occupancy of 
the Falkland Islands In the Sooth Atlantic. The Anglican cathedral stands to the 
background. The islands may one day pass to the long-time c la i man t 
Argentina, but the 1,800 Islanders seem to be In no hurry. 
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‘Oriental' rug dyed by computer from Milliken Carpets 


Pattern and color in the kitchen by Bigelow 



Buying a carpet? Value is up, not price 


By Marilyn. Hoffman 
Staff correspondent of 
The Christian Science Monitor 


New York 







' ******** ■***»*< 


Carpet prices are a bright note in 
these inflationary days. Costs of raw 
materials and labor have-gone up, hut 
the advantages of modem technology^ 
fortunately, have gone up faster. And 
companies are succeeding in building 
in more value than ever before. This 
value includes improved soil-resist- 
ant fibers, more static control, more 
wear guarantees, and longer-lasting 
color, as a result of refined and 
longer-lasting dyes. It Includes place- 
ment of .color to create dodl-hiding 
effects, and new yarn constructions 
that give extra wear, life, and resil- 
ience. The wise shopper will make a 
point of seeking out these pluses. 

Printed patterns (as opposed to 
patterns that are woven in) were 
developed for kitchen use a few years 
ago, but they have managed to revolu- 
tionize the entire floor-covering field. 
Medallions, florals, classic paisley 
patterns. Early American motifs, and 
copies of genuine Orientals are some 
of the new prints available. 


about $300. ‘"This new dye process 
may prove the most Important factor 
in years to bring high-price, custom- 
style effects down to the middle- 
income brackets,” says Dan Stark, 
director of style and design for Milli- 
ken. 

Meanwhile, John J. Jaconetti at 
Gulls tan comments, “Each of our 
new carpets has been carefully devel- 
oped to give the most style and the 
best quality for the lowest price, and 
that’s what customers are looking for 
in this economy.” This spring Gulls- 
tan is adding another technological 
innovation called Super 4 at no in- 
crease In price. The addition of Super 
4 means that carpets will show less 
soiling, retain original appearance 
longer, resist static electricity build- 
up, and look cleaner when you clean 
them. (Many of this spring’s new 
carpets will feature anti-static protec- 
tion for the first time, ) 


ing its 150th anniversary, has devel- 
oped three-dimensional textural ef- 
fects that the company never before 
has made at such low prices. 

One of the most interesting new 
styles in carpets is called "Berber.” 
The Berber look dates back to ancient 
times when the nomadic Berber 
tribes in North Africa hand-sheared, 
hand-spun, and hand-wove the wool 
from their sheep. Its nubby, bulky 
texture has become popular In car- 
pets everywhere. Berber carpets, at 
once primitive and sophisticated, usu- 
ally incorporate such colors as sand, 
beige, grelge, amber, silver gray, 
oatmeal, and brown. 


lean Indian, and the “Old West” arc J* 
some of the images evoked by the new *_• 
carpets at C. H. Mas land .* Sons, 
according to Lee Kolker, vlce-prea}- 'J 
dent of styling. 1: ... 


Consumer favorites? 


Natural colors 


150th anniversary 








Popular Berber look by Porter 


New dye process 
A new' computer-injection dyeing 
process called Millitrqn from the 
Dee ring Milliken Company, means 
that a simulated 9-ft by 12-ft. Oriental 
Klrman. Heriz, or Bokhara can be 
simulated In perfect-register print for 


Every' company is attempting to 
translate the high-priced custom look 
into mass-produced carpets that con- 
vey the handmade, hand-loomed ap- 
pearance at a fraction of the price. 
One company, for example, is cop- 
ying its own $45-a-yard hand-loomed 
carpet in a machine-made $15.95 look- 
alike. 

Monarch Carpet Company is striv- 
ing to give Improved styling and 
design at retail prices that range from 
$5.95 to $10.95 a square yard. 

And Bigelow -Sanford, Inc., celebrat- 


The .Berber look was first inter- 
preted in undyed rugged wool. Today 
such companies as Dupont Celanese, 
Allied Chemical. Eastman, Mon- 
santo, and Dow Badische all are 
offering man-made fibers that re- 
semble the traditional look of Ber- 
bers. This spring we will see dozens of 
Berber-style acrylic carpets on the 
market, all featuring natural colors 
and handloomed effects. 

The second description to note is 
"saxony plush.” This texture falls 
between a shag and a velvet and Is 
made of fine and sometimes glossy 
. yarns. It is dressier and more formal 
than shag, and is seen in some of the 
deep colors of the 1920s and 1930s, 
such as bottle green, amber brown, 
rust, and deep red. 

The American Southwest, Amer- 


Mrs. Kolker thinks that natural 
greens, clay and adobe colon, and 
turquoise will become conmftijgr fa- 
vorites this year, though ttmegreen, — 
bright orange, and lemon yellow win 
continue their current popularity. She 
also sees the bicentennial sparking a 
demand for red. white,* andJte * 
carpeting. ’ *** . . 

The 200th birthday celebration of . . 
the United States Is Inspiring teem 
of Early American designs, so 19?$ 
will be a heyday for those looking for ’ - 
period motifs for their floors. Karas' 
tan’s new “Constitution Clasdcs-^are - ' 
made in wool to sell at $25 a- yard, '■£- 
"Yorktown Hall” and “Lancaster 
Grove" are the two new designs 
geared to complement Queen Anne, 
Chippendale, Directoire, Empire, '•* 
Federal, and even Victorian styles,' 

In a year when Americans _ln- 
creaslngly seem tuned to remodeling 
and fix-up projects. Burlington House ; - 
carpets offer "Geoclassics’.’ at $8.96 a : i 
square yard. The plaidi panpwfc -v 
block, and ribbed-texture patterns 
are produced by a new tufting toSh- • . 
nique, for which Burlington hae ajf . 
plied for patents. The hefty nylon 
construction will withstand heavis# _ • 
wear in kitchens, dens, and f 82 ^^' -'' 
rooms. 


By the Associated Press 


Walls may bring you joy and seren- 
ity or they may be dismal barriers. So 
says David Winfield Willson of San 
Francisco and New York, who hopes 
to provide other alternatives with a 
projection system that will make it 
possible to have different scenes on 
the walls to accommodate changing 
moods. 

"Most projector equipment is im- 
practical for this purpose because it 
must be used as a straight image. We 
have been working on a ceiling- 
mounted projector that is relatively 


close to the wall, just a few feet away 
so the picture' may by projected 
without distortion. The most difficult 
part is providing proper per- 
spective,” he explained 


How to choose carpet with care 


FINE LAUNDERING 
AND CLEANING 
FOR FINE HOMES 
ARE OUR SPECIALTIES 


524-7100 


Shapes and vistas 

The first projector will be on the 
market this year, he says. Right now 
he envisions abstract, amorphous 
cloud -like shapes and vistas — land- 
scapes and seascapes. 

"In the beginning people would no 
doubt keep changing the picture but 
when the novelty wears off they may 
choose one pattern or scene for a' 
while,” he insists. "Eventually the 
equipment should become standard- 
ized so people could make their own 
pictures.” 

He also foresees walls being sensi- 
tized so that patterns would fade at 
night to receive kaleidoscope effects 
that might be accompanied by good 
music, a "walls with feeling” effect 


Select material based on traffic, 


then pick color to blend well 


By a staff correspondent of - 
The Christian Science Monitor 


^earwater 


Hi]?. 


FABRIC CARE 
SERVICES 


with EMQLLIENT-X, the unique all vege- 
table oil and lanolin concentrated mois- 
turizer, Equally desirable lor day or night. 
Pleasant application leaves no oily real-* 
due. No long, tedious routine. . . . absorbs 
in one minute. Not sold in stores . . . Avail 1 
able only 'by mail. Special introductory 
Oiler . , . (4.75 for 90-day supply in 2 ox. 
plaatic bottle. Satisfaction guaranteed or 
money bach. Send$4.75 today to 




New York 

Since the cost of new carpet can 
represent as much as 20 percent of 
your total furnishings’ budget for a 
given room, of course you’ll want to 
choose it with care. 

To help you buy wisely, here are a 
few suggestions from a major manu- ' 
facturerr 

Measure the room, er rooms, you 
want to carpet and carry the mea- 
surements with you when you shop. . 

Then decide whether you want wall-' 
to- wall, room-size, or an area rug. 
Wall-to-wall carpeting provides a look 
of spaciousness. Room-size rugs can 
be turned to equalize wear, and are 
more mobile than wall-to-wall when 
moving time comes. Area rugs' are 
highly portable and can be very 
dramatic. ' 


Most carpet today is tufted, which 
means fiber is pushed through a 
backing to form little loops, railed 
tufts. The yam that appears on the 
surface can be either left as loops or 
cut There are many kinds of cut and 
uncut pile carpets; shag and plush are 
two such variations. The new “sculp- 
tured shag” look combines both cut 
and loop pile. 


Shags can be either formal or 
informal, depending on the height and 
density of the pile. Plushes are decid- 
e<fiy formal, particularly the soft, 
velvet ones. 

In high-traffic areas, such as family 
rooms and dens, printed level-loops 
work best because they mask fine 
dust and lint 


Nylon wears longest 


OUR 34th YEAR 


Many pile varieties 
Wearability is what most people 
look for, so consider the traffic pat- 
terns in any room before you select 
pile density. Tightly packed resilient 

pile wears best 


. While the customer is subjected to 
literally hundreds of fiber brand, 
names, “there are, in fact, -only four 
basic manmade fiber typos used in 
residential carpet todayv-vnyiim. 
acrylic, polyester, and polypropylene- 
Each has its own properties.- - 


, Nylon soils more easily than, other 
fibers, but makes up fdr.lt by being 


the longest wearing. Acrylic resem- ' 
bles wool more closely than any ether • 
manmade fiber, but has none of the 
disadvantages of wool — such as high ’ 
cost Polyester Is sturdy and luxifci : 
nous as nylong but less springy. Poly- 
propylene. often labeled . “olefin/* ' 
gained fame as outdoor carpeting, but. 
Innovations in constructicn': have 
brought it indoors, and it gives ex- 
cellent wear despite lack, of resit' 
ience. 

- All. of these manmade fibers .are 
easy to care for; they all clean writ 
and are mildew and mothproof.; 

To the average shopper, color Is the 
most important consideration- Once 
you have established where the car- 
pet is to be used and selected the most 
suitable construction, it is the color 
that -can determine a. whole new 
scheme for- the room, or enable new 
carpet to blend happily with an. 
existing theme. Solid colors " show 
more -dirt, than a patterned carpet.,. 
Widely, spaced patterns show less sofl 
than solids but mare than smaller, 
.compact patterns. Multitoned tweeds 
show less. dirt and ara the most ., 
practical from awear-ahd-tear.stand- 

vm- 
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Strains in OPEC 


Strains appear to be tugging at 
the .OPEC oil cartel. With world 
oil demand down, Abu Dhabi, 
Algeria and other members have 
shaved prices to get more busi- 
ness. Others are giving open dis- 
counts or easier credit terms. 
Private deals are being made with 
European countries. 

These cracks are attributed to 
the worldwide recession, which so 
far has reduced overall demand by 
about 10 percent, and conservation 
efforts in the industrialized coun- 
tries. Some estimates' suggest 
OPEC’s oil output is now 30 per- 
cent below capacity. 

Within the oil producers’ organi- 
zation, moreover, there are ongo- 
ing disagreements over how to 
confront the West. Saudi Arabia is 
more conciliatory toward the 
United States and willing to coop- 
erate to avoid a world depression. 
The Algerians, on the other hand, 
are determined to use the cartel's 
power to get better trading condi- 
tions generally. 

Does all this suggest that OPEC 
is falling apart? That the cartel is 
weakening in its resolve to exert 
political leverage on the West by 
economic means? 

Such a conclusion would be pre- 
mature and indeed dangerous. 

Some experts caution that the 
current cracks in the price struc- 
ture are illusory. They do not 
affect the basic oil produced by 
Iran and Saudi Arabia but repre- 
sent merely price readjustments 
for special types of crude that 
were priced way out of line. 


Moreover, there are signs that 
the Western nations are not as 
united on what policy to confront 
OPEC with as Washington would 
like. Henry Kissinger has been 
doggedly pushing the idea of a 
minimum floor price on imported 
oil, so that companies would have 
an incentive to invest in energy 
production. 

For a while it looked as If he 
might succeed in selling the idea, 
but the Europeans and Japan are 
clearly cool to it since they depend 
much, more on imported oil than 
does the U.S. One question that 
bothers them is: If OPEC agrees 
to a floor price, and the United 
States eventually brings on the 
market much more energy, would 
the Europeans get a fair share of 
the American supply in the event 
of a crisis? 

Instead of a floor price, it is now 
reported that the U.S. and its 
industrial partners have agreed 
upon a "financial safety net" un- 
der investments in their respec- 
tive countries. This is seen to be a 
compromise solution and It falls 
short of the “united front" posi- 
tion which the U.S. sought for its 
preliminary meeting with the oil 
producers in April. 

While there may thus be some 
satisfaction in the current dis- 
locations within OPEC, there is no 
room for a misplaced euphoria. 
The United States and the other 
industrialized nations are making 
some headway on the energy 
front, but the problem is a long 
way from being solved. 


Remember campaign reform? 


Whatever happened to cam- 
paign reform? It is stuck in Con- 
gress, whose members are them- 
selves subject to the Federal Elec- 
tions Campaign Act of 1974. The 
legislators’ recent trumpetings of 
congressional reform will ring 
truer if they also push ahead on at 
least the first steps to make oper- 
ational the law that was passed in 
October and went into effect Jan. 
1 . 

As things stand, it is only this 
week that the House Adminis- 
tration Committee has begun 
hearings to confirm appointments 
for the six-man Federal Elections 
Commission. The Senate Rules 
Committee has not yet scheduled 
its hearings, what with the New 
Hampshire election to' clear up, 
among other things. 

Until the commission’s mem- 
bers are confirmed, it cannot be 
staffed. Details of the operation of 
the law cannot be spelled out. In 
effect, no one is in charge of 
federal campaign reform. Is this 
what the public wants while the 
unfinished business of Watergate 
is still in the air — and while 
stories of post-Watergate election 
financing accelerate toward 1976? 

President Ford has not been 
pushing to implement the law 
either. It is only this month that he 
finally named his two statutory 
appointments to the commission. 
The Senate and House had moved 
faster with their two appoint- 
ments apiece. 

Clearly an elections commission 
with such a composition is open to 
questions about Its dependency on 
the very bodies whose elections it 
is supposed to regulate. The de- 
pendency problem is not helped by 
the fact that any regulation pro- 
posed by the board can be vetoed 
by either Senate or House within 
30 days. And one more challenge 
to independence' seems to be posed 


by the circumstance that four of 
the present six appointees are 
former members of Congress. 

It will be up to the commission 
to establish a sense of indepen- 
dence even wi thin this structure. 
And It will be up to Congress to 
honor this independence. 

The first step toward credibility 
is for Congress to show enough 
interest in campaign reform to 
expedite thorough and sensitive 
hearings on commission members 
and get the much touted show 
finally on the road. 

One of the matters that requires 
commission rulings is exactly how 
politicians may use unused funds 
left over from previous cam- 
paigns. Large surpluses have been 
disclosed in a survey by the Na- 
tional Information Center on Po- 
litical Finance. 

Further inaction on the new law 
not only will damage public con- 
fidence but may encourage eva- 
sion of the law, by politicians 
and contributors. Last month a 
spokesman for Common Cause, 
one of the chief backers of cam- 
paign reform laws, warned: "If 
people don't feel the law is going to 
be enforced, they’re going to go 
back to the old ways." 

People still disagree on ele- 
ments of the act itself — for 
example, whether limiting an in- 
dividual's support of a candidate 
is constitutional. This and the 
structure of the elections commis- 
sion are among aspects already 
under legal attack. 

But after all the public outcry, 
and all the demonstrated need for 
integrity in campaign financing, 
the United States does have a law 
on the books. It should be tested 
through vigorous implementation, 
not allowed to dwindle into the 
sort of laxity characteristic of 
previous campaign legislation. 


Bye, blackbirds . . . hello, gull 


Having lost their appeal for 
survival before the Secretary of 
the Army and the Chief Justice of 
the United States Supreme Court, 
the blackbirds of Kentucky and 
Tennessee have apparently de- 
cided to beat a strategic retreat. 

They have cleverly timed their 
withdrawal from winter-roosting 
-sites near military bases to coin- 
cide with their normal spring mi- 
gration schedule. 

But those closely following the 
blackbird affair feel the birds fled 
before the superior motivation of 
the Army (thought to equal that of 
the last century's tremendous buf- 
falo kills) and the Army's superior 
technology (the detergent sprayed 
on the birds to dissolve their heat- 
preserving oils is reminiscent of 
the no-nonsense defoliation war- 
fare in Southeast Asia ) , 

The Army, however, is not aban- 
doning its preparedness just be- 


cause the birds have gone. As a 
military spokesman in Milan, 
Term., announced: "This (migra- 
tion) plus the absence of required 
weather conditions necessitated 
the. decision to delay the whole 
operation.*’ 

> * t- 

Secretary of Defense James 
Schlesinger kept up the military's 
preoccupation with American or- 
nithological affairs in another set- 
ting this week. He reportedly 
joined thousands of other bird 
enthusiasts at the Plum Island, 
Mass., wildlife sanctuary for a 
glimpse of the rare Ross’s gull. 

The gull is a small, red-legged, 
chubby creature that breeds in 
northern Siberia and is seen at 
times in Alaska. It is a truly arctic 
bird, and the single specimen that 
has strayed to the New England 
shoreline is giving birders a once- 
in-a- lifetime thrill. 


‘We’re in sad shape, but so far we look like a winner' 


Readers writo 
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State of the nations 


Watergate— looking back 


By Joseph C. Harseh 


It's over now, in substance — the 
Watergate affair. True, there are 
appeals pending — for Mitchell, Ehr- 
lichman, and Haldeman. There is still 
a trial ahead for John Connally who 
otherwise might be a leading Republi- 
can candidate for the presidency in 
1976. And there is also a trial ahead 
for the tax experts who allegedly 
falsified the papers which gave Mr.- 
Nixon a half million dollar tax ex- 
emption. 

These are the tag ends of an affair 
which dominated the American politi- 
cal scene for two years, brought ddwn 
a sitting President for the first time in 
American history, and has changed 
the face of the American political 
scene. But they are only the tag ends. 
In substance, the affair belongs to 
history now — and to the folk memory 
of American politicians whose con- 
duct will long be conditioned by it. 

Left behind for most people (Amer- 
icans and others) is a lingering 
unresolved puzzlement over how It all 
happened and what was it really all 
about anyway. I say for most people, 
because there are two groups in no 
doubt at all. On the right are the 
Nixon loyalists who retain an un- 
shaken confidence that Richard 
Nixon and his lieutenants were the 
innocent victims of a left-wing con- 
spiracy. On the left are the. equally 
ardent and equally unshaken Nixon 
haters who saw him as destroyed. by 
an evil In the man and his cause. 

Most Americans cannot accept ei- 
ther of these simple and dogmatic 
explanations. For us of the middle the 
story is .neither all black and white 
nor all red and white. We see in. Mr/ 
Nixon a president who had many good 
Intentions and did many, things which 
were useful to his country, but who 
also did same things which certainly 
strained the American Constitution 
and violated many of the unwritten as 
well as written rules of conduct which 
are essential to the success of the 
political process among free people. 

For such who are in puzzlement T 
would offer the following thought, not 
as a full and final explanation but as 


casting some light on what may 
always seem a strange and never 
whctlly understandable political phe- 
nomenon. 

The first Nixon Cabinet included 
several professional politicians. Wal- 
ter Hickel was an example. But there 
were few in the personal Nixon en- 
tourage who had come up as Gerald 
Ford and Lyndon Johnson did from 
inside the congressional school of 
applied politics. 

Mr. Nixon largely surrounded him- 
self in the White House itself by 
political novices from the world of 
business and advertising who were 
strangers to Washington, who had no 
background of understanding of the 
give and take of the traditional Amer- 
ican political process. Lyndon John- 
son was called a "wheeler-dealer." 
Every successful congressional 
leader is just that, a man who deals 
with today’s opponents because they 
may be his allies tomorrow. 

The new Nixon men saw the Amer- 
ican political spectrum as divided 
between friends and enemies. As in 
business, they saw their competitors 
not as possible allies in some other 
context, but as permanent adver- 
saries. 

Any professional politican will tell 
you that you cannot bring business 
methods into politics. There is a 
ruthlessness in business competition 
which is disastrous in politics. It 
makes enemies unnecessarily. De- 
stroying a competitor may be deemed 
desirable In business. But com- 
promising with your rivals and com- 
petitors is the essence of successful 
politics. 

Richard Nixon never succeeded in . 
putting together a lasting political 
coalition. By the end he had alienated 
too many elements in the American 
political family. Murray Chotiner was 
the only political associate he kept 
with him throughout his whole politi- 
cal career. 

Although Richard Nixon spent his 
life in politics he never truly became a 
professiohal politician. 


Aid for Vietnam 


To TJw Ctsriafln Sctonc* Monitor: 

I can't agree with Charles Yost In 
his article, "What priority Vietnam?" 
Red China failed in Us guerrilla- 
sponsored war In Malaysia and its 
temporary proxy takeover of In- 
donesia because it didn’t have a 
strong enough base. A main reason 
for this deficiency was the presence of 
the British in Malaysia and the United 
States in South Vietnam. 

Burma is under strong pressure 
from Peking-sponsored guerrillas as 
is Thailand on a somewhat lesser 
scale at this stage. 

Southeast Asia is a most vital area. 
We thought so in 1940-41 when we took 
a hard-nosed position on Japanese 
imperialistic designs in that area 
which led to Pearl Harbor and the 
Communist threat there today is even 
more serious to global stability. 

Mr. Tost ridiculously condemned 
Thieu and Lon Nol for showing no 
desire to seek a political settlement 
with the Hanoi-supported proxy par- 
ties wbo are the sole cause of the war. 
There is absolutely nothing to settle 
politically in South Vietnam and Cam- 
bodia. The sole Issue is Hanoi's 
ruthless attempt to communize all of 
In do-China. 

The only government in all of Indo- 
china that has practiced a total denial 
of self-determination to the people is 
that in North Vietnam whose Commu- 
nist government isn’t even legitimate 
as it acquired power through deceit- 
treachery and murder. 

The people of South Vietnam and 
Cambodia are fighting the Commu- 
nists for the same reason the people in 
Europe fought the Nazis. 

St Louis - Jack Moran 

To Th* Christian Science Ito iH or 

Re "Two years after Vietnam 
*peace’ 

The Saigon regime faced certain 
overthrow by the popular forces un- 
der Communist leadership in elec- 
tions that were to be held under the 
auspices of the four Geneva confer- 
ence powers. The regime met this 
political challenge with armed force, 
aided and abetted by the United 
States. After years of murderous 
warfare on a massive scale, no mili- 
tary gain has been achieved by Saigon 
and its backers, and the political 
problem still remains. 

This was a foregone conclusion 
from the start for the simple reason 
that a political problem can never be 
solved by military action. This is an 
inescapable truth and Ireland after 
World War I, Algiers after World War 
n, and Northern Ireland today are all 
witnesses to it. However is it that on 
this basic point of human existence 
tiie Monitor has been as blind as the 
top brass and the top money? 

The Saigon regime which has won 
your support is utterly corrupt, unde- 
mocratic and cruel. It is something 
which is only fit for the asbean. Why 
does the Monitor support It? I know 
your dislike of communism and so the 
presence of some Communist MPs in 
a Vietnamese parliament would be 
unpalatable to you, but look where it 
has landed you — as friends and 
supporters of a vile regime that has 
nothing Christian about.it It has led 
you Into support for a war waged by 
your own country with fiendish weap- 
ons and brutal ferocity based on 
. hatred born out of fear on the part of 
the materially wealthy, powerful and 
privileged sections of society. 
Kidderminster, England A. E . Scar r 

To Th* Christian Sctonc* Monitor: 

- No more money for Vietnam. We 
must stop the slaughter and destruc- 
tion. The time for a negotiated settle- 
ment is long overdue. A coalition 
government composed of the North 
Vietnamese, the South Vietnamese 
and the National Liberation Front 
could do more to restore harmony 
than all the bombs in Asia. If Thieu Is 
opposed it can’t be helped; he has had 


Mirror of opinion 


Anti-busing amendment? 


Members of the Massachusetts Citl- . 
zens Against Forced Busing returned 
from Washington[recently]comforted 
to some degree by signs of support 
from the majority leader of the House 
and the state’s two senators. In the 
political climate of the nation's capi- 
tal, unfortunately, the ability to sound 
encouraging while promising nothing 
is the key to survival. 

In fact the most honest answer may 
have been the one from Sen. Edward 
M. Kennedy who told the 25-member 
delegation headed by state Reps. 
Raymond Flynn and Francis Cop- " 
plnger that he could not vote one way 
for Alabama and another way for 
Boston, and pointed out that “the 
constitutional amendment is pot the 
answer. The real question is . the 
quality of education.” 

The group was seeking congres- 
sional support for an ame nd ment that 
would bar legislation that dis- 
criminates in the treatment of indi- 
viduals on the basis of race or creed 
and forbids the assignment of chil- . 


dren to any public school solely On the 
basis of race or religion- And the 
effort is a genuine and responsible 
alternative to local protest and dem- 
onstrations. 

It Is not easy to sit in a Washington 
office, face-to-face with a body of 
concerned constituents, and tell them - 
that you cannot help. 

• Any matter of serious concert to a 
significant number of citizens de- 
serves a full and open vote. We cannot 
advocate one: standard for bills we 
favor and another for matters we 
oppose. 

And we do oppose an amendment, 
that would, -in any shape or form, 
obstruct progress toward a nation . 
united in access and opportunity, on 
an equal bapis and in all avenues of 
endeavor, as this amendment is de? 
sign ed to da . 

Sen. Edward Brooke told the Bos- 
ton-based delegation that he believes', 
the law Is right cm desegregation but 
that he would support a search for 
some remedy other -than busing. So 


would we. But the issue Is not busing. 
Rather it is the desegregation of this 
city’s tax-supported public schools. 

To members of the Massachusetts 
delegation who argued: that ;such- a 
change; cannot be wrought bj law, 
again Sen. Kennedy gave a sound 
answer. Teh years ago, blacks could 
not be seated in Washington restau- 
rants. That was altered by Federal 
-law and toe mixed clientele isnow 
: taken quite for granted. The same, he 
suggested, could be true of schooling. 
And he urged the adults ih his office 
Tuesday, "I think wei'fiJfght all be 
surprised if the children, were left to 
work this out for themselves.*. — 'The 
Boston Globe. ,;o 

What is all our tawwledge 
worth? We do rrot even kiiow 
what the weaftff'.yrifc he * to* . 
morrow. 


his chance. He must be made to km 
that we can no longer contribute to t 
decimation of Vietnam. 1 

The United States cannot police t 
world and the sooner we 5 h a -e « 
role with the United Nations t 
sooner we can build peace and D n 
perity at home. 

Birmingham . Mich. Margaret FI 

To Th* CMMm S ctonc* Monitor: 

I was shocked and dismayed at w 
editorial on the second anniversa-v 
the signing of the Paris Peace "t 
cords, which, in essence, called j 
support to not implement the 
ment. s 

As a veteran of this military fias< 
I must take issue with your quol 
"Americans would agree with \ 
Ford’s statement the other night th 
'if a country and Its people want 
protect their way of m e agaii 
aggression, we will help them in 
humanitarian way and in a miltta 
way with arms and funds, if they 
willing to fight for themselves. 
and the South Vietnamese apparent 
do wish to maintain their nattor 
integrity and their indene 
dence. . . " 

How could we possibly agree wi 
Mr. Ford whose above statement is 
contravention of Article IX, 0 f t' 
Paris Peace Agreement: -t 

United States will not continue j 
military involvement or intervene 
the internal affairs of South Vic 
nam"? 

It seems strange to me that yo 
editorial position would also 
against what was agreed to by t! 
four parties two years ago. ' 

You must remember that it was tl 
National Liberation Front of Sou 
Vietnam, which proposed the sarr 
Paris agreement signed two yea 
ago. as far back as 1969. 

What the United States Govemme 
must get through its head is the fa 
that the majority of the people 
Southern Vietnam are actually flgi 
lng for independence, democrat 
self-determination, freedom, ax 
peaceful reunification of their com 
try, perhaps under socialism, ac 
that they will surely attain that eni 
regardless of what Mr. Kissinge 
thinks about it. 

San Diego, Calif. Joseph V. Bang* 

To TIM Christian S d i" c« Monitor 

Mr. Yost's reasoning In his artic. 
on Vietnam seems faulty tome. Aft< 
pointing out that the United States hi 
provided assistance to South Vietna. 
involving billions of dollars and tl 
lives of more than 50 thousand of oi 
young men, he then proposes that » 
put Indo-China at the bottom c 
America’s list of priorities. 

We made a commitment to suppo 
South Vietnam by providing flnancL’ 
assistance in its battle against tl 
North Vietnamese and to back daw 
now would betray our word. M 
Yost's allegation that the Thieu ar 
Lon Nol governments do not seek tl 
end of fighting or a political settl 
ment is a bit ridiculous in the light 
the absolute disregard of treaty tern 
by the Communists. 

Mr. Yost also mentions the needs ■ 
the "third world" In relation to Ame 
lea's "none too generous foreign aid. 
I wonder what he would say about ti 
generous aid in the millions of dollai 
we gave to Israel and the co 
templated aid, reported to be Si 
billion, that the United States is goir 
to give Israel to keep the Middle Ba 
peace. In my opinion, we do not cr* 
any more to Israel than to Southea 
Asia. _ 

Bakersfield, Calif. Jane Brig! 

To The Christian Sctonc® Monitor: 

For years we have said, in the cas 
of limited wars, that if we could trai 
"our side" to do the fighting witho. 
our troops, but with our supplies, ms 
this would be Ideal. Now we have sac 
an opportunity in Southeast Ash 
South Vietnam wffl fight and is flgh 
ing, and has a 2,000, 000-man Arm 
and militia, effectively resisting, tal 
ing large casualties 1 30,000 dead in 
months) and inflicting heavier one 
Why hot — all things considered • 

support these warriors instead of I( 
them down? 

Anaheim, Calif: KarlRoebns 

Correction 

ToUtoChitollari Sctonea Hetritor: 

Prof. M- K. Dzlewanowski ("whi 
- about Soviet nayal power?") shoui 
explain why he thinks that "In case c 
a Sino-Soyiet war, the Port Arthi 
and Dalny harbors would be the fin 
targets' of . Chinese . missiles sr. 
bombs, 'as -well as of a land attack. 
The Russians withdrew, from Po 
Arthur (Lu-shon) 20 years ago (Ma 
24. 1955) and renounced all .claim 1 
use of the naval base. Balny ( Lu ’“ 
has. been under -full Chinese contr 
even longer. So why the Chines 
would bomb them is hard to see. 
StillWater. Okla. Robert M. Spaoldin 

. ’ _ . Letters . expressing readers' 

- views are welcome. Each re- 
‘ wives editorial consideration 
. though only a selection can be 
published and hone individually 
acknowledged. All <ire subject to 
--condensation. .• 
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A young man 
in a blue coat 

A stretching of the mind is .needed' in order to 
relate to this posturings refined, elegafitrand 
seemingly listless youth of Safayi Iran. As a 
matter of fact we are four centuries and 7,000 
miles removed from the culture which 
the image of the solltaxy young man, s tanding - or 
sitting, contemplating a flower or daydreaming 
in fine detachment. 

Although this stock image of the Isfahan school 
may have small significance for us today, t he 
subject is treated brilliantly here with a linear 
mastery which h as the power to charro us. The 
melodic line of the gently curving cloak azzd 
caftan contrasts with the rounded mass of the 
sash and turban.. The free- drawn decoration 
surrounding the figure reminds us that the art of 
the precious book was a highly regarded Islamic 
art form during the Safavl period, for beautifully 
decorated manuscripts were a pr odu ct of the 
collective efforts of binders, calligraphers, pa- 
perm akers, illuminators, and painters How- 
ever, during the reign of Shah ‘Abbas L. (1587- 
1629) illuminated manuscripts were supplanted 

by a preponderance of single-page paintings and 

drawings. “Portrait of a Young Man. Facing 
■Left" was no doubt a miniature in its own right 
since the artist Riga's work consisted mostly of 
drawings Independent of manuscripts.. Rhsa's 
signature is at the left of the drawing shown 
today, the last letter having been lost when the 
work was trimmed for mounting in its contempo- 
rary marbleized amd glded border. 

The artist Aga Riza, more than any ; other 
painter of the period, shaped the course of 
1 painting in 17th-century Iran. As did most of the 
successful artists at Isfahan, Riza joined the 
royal atelier and worked under the patronage of 
Shah ‘Abbas I who had established the nation’s 
capital at Isfahan, the richest city in the empire. 
The young Shah was only 17 years old when he 
assumed power, and Riza was probably about 
the same age when he began work in the palace. 

Since the artists were closely associated .with 
the royal house they were quite apt to be 
extensions of the ruler's own personality, thus 
17th-century Persian art reflected the adminis- 
trative genius of Shah 'Abbas I. Splendid 
buildings widely known in the West at the time 
they were constructed, eagerly sought-after silk 
textiles, pottery which competed with the Chi- 
nese export ware, carpets fine enough for the 
' noble houses of Europe, along with precious . 
manuscripts and paintings, were produced to 
meet the luxurious demands of the privileged. 

later this refined world of rare sophistication 
and high gentility along with its attendant 
culture gave way to a less creative middle ci*™ 
and to arts sponsored by state industries. TTor a 
time idyllic images of refined youth, handsomely 
dressed and graciously posed, were still popular, 
for a materialistic middle class aspired to the 
symbols of aristocracy. However, as the century 
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Courtesy of the Fogg Art Museum, Harvard University, Cambridge, 
Sarah C. Sears Collection * 

"Portrait of a Man Facing Left" circa 1600: Persian 
miniature, Safavi school by Aga Riza 


progressed, the tradition of Persian art became 
less creative and the akflled artisans deserted 
Iran for India where royal patrons still offered 
royal protection and handsome rewards. 

. . Louise Bancroft 


I remember a dream 

th&t I had one night 
many years ago. 

A sailing vessel 
darkly beautiful of 
prow /hull 

against moon-patterned waters 
had brought me to a 
quiet cove whose 
perfectly curved shore was 
spread with opalescent sand. 
Iwandered hack 
Into hills the colors of 
the amythest 
On the highest rise 
in a well-trodden path 
bright with moonlight 
I came upon 

aluminous white flower. 

As I knelt to 

admire it 

all the beauty of 

ship / waves / sand / hills 


dissolved out of my mind 
in wonder / delight 
of this single bloom. 


That is all there was. 

If I were the young, pharoah 
I would summon Joseph 
from his prison cell . 
to make me an interpretation 
thereof. 

If I were Nebuchadnezzar 
1 would offer Daniel 
a scarlet cloak and a gold chain - 
to say me the sooth thereof. 

But 

being neither 

I offer this humble explanation : 

A dream that is beautiful 
is worth remembering] 

Margaret Tsuda 


Held together 

<r What has been is . - 

past forgetting" the Englishman rings 

A point ‘ 

post what we know now or dare to feel 

Uninterrupted 

hearts never separated 

by time’s Bpatial 

pretensions 

or bitternesses’ caustic gaps . 

Held 

together by recognitions ' 

unbreakable 

grip 

I will always know 
you ' . " 

Where ever you • 
appear dressed 
as you will in whatever • 
thought clothes you . 
affect 

The heart’s eye 

never forgets ' 

what tenderness’s 

intaglios 

impress 

upon. 

it 

' . Martin Bunvell 


When I was a child, I lived on the 
farm with my father, my mother, 
;-cne brother, and four sisters. We 
;. worked hard chopping wood, hunt- 
ing turkeys’ nests, selling eggs, 
.'drawing water for cows, digging 
potatoes, hoeing out J o hnson grass, 
picking cotton. 

[. We worked every day that it was 
not too rainy or too cold to get 
outside. We had a trip to town only 
■ twice a year to buy clothes. In the 
spring we bought all that we would 
heed for winter. My mat her wculd 
have all of our clothes laid out on the 
beds so that we could change quickly 
when we got home from school and 
all pfle in the car to start on our 
wonderful adventure. AH the way 
into town we planned what we would 
buy. (In half a century new, no 
shopping trip baa ever been so 
glorious as this. Of course I don't go 
shopping now with seven other 
people all at once!) After we were 
all fitted out tar the season' — and 
this happened only twice a. year — 
we could have “store-bought" ham- 
burgers. Once we even got hot 
tamales off a wagon. 

Reaching home, we all tumbled 
Into bed exhausted. But I always 
wakened real early the next nparn* 
tag, got up in the semidarkness, and 


Finding a 

heart of 


ran my hands lovingly over my new 
clothes. Especially (fid I love to feel 

.my shiny patent leather shoes. 

Now all of this magic- could never 
have happened had it not been for a 
certain merchant, with a heart of 
gold, Mr. K. Wdens of Corsicana, 

My father had had to begin our 
shopping sprees on credit When we 
made our first trip in the spring, my 
father never had any cash at all for 
the cotton would hot be harvested 
until fall. I recall how we all sat, the 
first- time, huddled despondently in 
the car as my father went from store 
to store asking merchants to let him 
have Clothes for his children on 
credit, promising to pay them in the 
fail. They all refused. Some an- 
swered bo ' politely that icy father 
could not tell. if they meant: yes or no 


until they turned their hacks on him. 
Others refused quite eloquently and 
made my father, with all his hon- 
esty, seem- dishonest. He would 
leave flushed with embarrassment . 

But Mr. K. Wolens put his arm 
around my father's shoulders and 
with a broad smile welcomed Mm 
into the. store. If I were ah artist, I 
would paint , a picture of those two 
short, stocky fellows linked by good- 
will, silhouetted against file door of 
the store in the fading sunlight to. 
K. Wolen- 3 • face was shining with 
compassion . and my father's was 
relaxed, his confidepce restored. - 

Not only did Mr. K, Wotons let us 
have credit hut he let us .stay after 
the store closed so that all sue of us 
children had time to buy our foil 
wardrobes. He .continued down the 
years to extend us credit and to keep 
the store open late for us. He and my 
-father grew to be close, personal 
friends until death parted them forty 
iyears later. 

Whenl think of Mr. K. Wolens and 
his store, ! am reminded of the 
se^ture verse. Numbers 10:29, 
"Come thou with us, and we will do 
thee good,- ’ ■ . 

V. Faye Field 
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The Monitor's daffy reffgfous artfefe 


In tune with God 


When we are really in tune 
with God, we are clearly con- 
scious of His guidance and pro* 

• tection. 

i f Man - that is, man’s true spiri- 
tual selfhood as God’s image and 
likeness - is always attuned to 
bis Maker because God and man 
are inseparably united as divine 
jytind and idea. Referring to his 
own spiritual identity, Christ 
Jesus affirmed, “I and my Father 
,$re one.” 1 

-■? It is the belief in material self- 
hood that is out of tune, for met- 
ier cannot be part of or united to 

-f 

•* [This is a Hebrew translation 


or created by God, divine Spirit. 
Christian Science teaches that 
materiality, mortality, is a com- 
pletely false concept of man. 

We keep ourselves attuned to 
God by rejecting the physical and 
material limitations that make up 
the human personality that in- 
cludes so many of the character 
traits caused by fear and igno- 
rance: willfulness, resentment, 
selfishness, hatred, pettiness, and 
so forth. The materialistic think- 
ing that produces these traits sep- 
arates us - in belief - from God. 
As we express the qualities that 

of today's religious article] 
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Daily Bible verse 


Be filled wttti the Spirit; speaking to yourselves in psalms and 
hymns and spiritual songs, singing and making melody In your heart 
to the Lord. Ephesians 5:1B, 19 

A stationary move 

it’s easy to tell I don’t live where I used to. 

. v, Before, If I was late returning a book, my localllbr&ry didn’timpose 
a fine. Now the slightest lapse costs good money. Before, I would 
receive a postcard jogging my memory. Now it Is a no -warning 
system. Before, Mrs. Percy, the librarian, was sweet-nature d and 
smiling. Now, Mrs. Percy, the librarian. Is like a dragon in her lair. 

Mind you, in most ways this move from one place to another had 
probably been the least disruptive move I have ever experienced. This 
' could be because, although I have moved, I have also stayed in the 
. same place. There have been no furniture Inventories or pan- 
' technicons. 

It confirms my feeling that a place is not a stretch of ground paced 
by a boundary line, simply: it is more than anything a name. I used to 
. Jive in "The West Riding of Yorkshire." I now live in "North 

- Yorkshire.” They've changed (as they have all over England) the 
. '‘administrative boundary." 

As long as I continued to live in Yorkshire (the largest and best 
county in the country) I wasn't much concerned by the c h an g e. The 
library fine has alerted my indifference slightly. But for one thing I am 
thankf ul (remembering the War of the Roses) : I have not been moved 
. to Lancashire. 

Mr. Bert Cross, resident of the nearby village of Clap ham, 
laconically spoke my mind for me. He was asked by an interviewer 
from the BBC what he thought about the proposition — at one time 
seriously . mooted — his village might be placed in Lancashire 
_ instead of Yorkshire. 

v.’Tm hot that struck with t’idea." 

"Why not? • •• 

'Tt rains that much o’er there." 

• .‘Yes. 

- ' Do places name names, or names name places? The imagination 
explores the interplay between the thing named and its name, it is best 
where both sides of the coin have equal character. If my village were 

. .dubbed "Green Acres" Instead of “EUdroth" I would certainly feel less 
happy about living there. 

•' “Eldroth'’ I used to Ignorantly guess meant something like “old 
rocks.” There are plenty of them about. I have now discovered that I 
was wrong. A tew years back, in 1888, it went under the title, of 
"eHerhowyth” and has meandered through a variety of spellings 

since. What it means is: “Alder hill or headland.” 

I have also found out that the fields are not just called “fields.’’ I i 
have always felt our fields were like different people. So it is right that 
they should have.been given names. I haven’t yet discovered which are 
which, but, as names, these are some of my favorites: Parrock Nook, 
Sumpinpot, Wedding Holes, Dismal, Great Swoes. 

“The Place-Names of the West Riding of Yorkshire” by A. EL Smith 
ta the book in which I have dug up these facts. Of course Mr. Smith 
Is -going to have to change the title of his book. He’s placed it inside the 
vntaig administrative boundary.. ... 

' : Which reminds me. I must take it back to the library before it’s 
overdue. This just isn’t the place it used to be. 

Christopher Andreae 


constitute our true individuality 
- such as love, joy, integrity, jus- 
tice — we become more conscious 
of our unity with God, more at 
one with the universe as created 
by divine Truth and Love. 

The voice of God, while in- 
audible, is all-powerful. It can be 
clearly recognized anywhere and 
at any time in spite of aggressive, 
material suggestions. Which are 
we attuned to? The divine or the 
mortal? The choice is ours, and 
our choice affects our daily ex- 
perience. 

Keeping in tune with divine 
Mind by realizing that God is our 
Mind and that we are the ex- 
pression of intelligence increases 
our mental capabilities. It helps 
us realize that we can make 
sound judgments and wise deci- 
sions. It sharpens our spiritual 
senses, through which we can 
perceive and understand the spir- 
itual facts of existence and pro- 
tect ourselves against materialis- 
tic and limited thinking. 

Keeping in tune with God - 
striving daily to develop our in- 
herent spiritual sense, we become 
conscious of the healing touch of 
the Christ - the manifestation of 
God’s power - which heals sick- 
ness and discord. Jesus was so 
conscious of his unity with God 
that the Christ-power, which he 
reflected, healed instantly any 
kind of disease or other evil. Ex- 
pressing our unity with Love spir- 
itualizes our relationships and es- 
tablishes them on a sure founda- 
tion. This in turn shields us from 
malice and hatred and helps us 
get along better with everyone. 

Mary Baker Eddy, the Dis- 
coverer and Founder of Christian 
Science, writes, “For true happi- 
ness, man must harmonize with 
his Principle, divine Love; the 
Son must be in accord with the 
Father, in conformity with 
Christ. ” a 

’John 1030; ! Science and Health with Key 
to the Scriptures, p- 337. 

(Etorntwra on tlw page may bo found a iranaiuion of 
this ante la In Habriw Four ttmn ■ year on wticla on 
CMMtn Sdonco appears m a Habra* iranslation.} 


Being all 
that you 
are 

Within the. heart of every 
man, woman, and child is a 
deep-seated desire for ful- 
fillment. Many have found 
that a more-alive under- 
standing of the Bible has 
released God-given talents. 
They have begun to under- 
stand their capabilities as 
the children of God. 

Would you like to under- 
stand more of this for your- 
self? . 

A book that can help you 
fulfill your promise as the 
child of God is Science and 
Health with Key to the 
Scriptures by Mary Baker 
Eddy. This is a book that 
speaks to the heart in 
simple, direct terms of the 
truths of God’s goodness 
and power. His ever-present 
love. In Science and Health 
you can learn more about 
God as the source of intel- 
ligence. vision and strength 
for ail His sons and daugh- 
ters. You can find freedom 
to be what you are. 

If you’d like to have a 
paperback copy of Science 
and Health just send £1.07 
with the coupon to: 


Miss Frances C. Carlson 

Publisher's Agent 

4-5 Grosvenor Place, Sth Floor, 

London SWIX 7.IH 

Please send me a paperback copy of 
Science and Health with Key to the 
Scriptures: (B) 


County 

Postal Code : 

My cheque for £LQ7 enclosed as 
payment in full. 






